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MONTE  CARLO 
RALLY 

OUTSTANDING  BRITISH  SUCCESSES 


1st  ALLARD 


(SIDNEY  ALLARD) 


2nd  sunbeam  TALBOT 

(STIRLING  MOSS) 

4th  jaguar 

Sth  JOWETT  JUPITER 

6th  jaguar 

RELYING  ON 


JOSEPH  LUCAS 


N  C  H  A  M 


ENGLAND 
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A  most  eomfottable  feeling 
when- with  G.0.X-you>e  dealing 


All’s  well  when  G.O.J.  supply  your  mat¬ 
erials.  Lightning  service  and  competitive 
prices  make  our  centres  in  Leeds,  London 
and  Cardiff  the  busiest  in  the  country  for 
MOTOR  BODY  FITTINGS  AND 
MATERIALS  FOR  CARS.  COACHES 
AND  LORRIES. 

All  we  ask  is  the  chance  to  serve  you— 
whatever  you  need,  whatever  the  quantity. 


Established  Over  70  Years 

P.O.BOX  71,  DOCK  STREET,  LEEDS  10.  ’Phone:  LEEDS  3IS4S-4. 
,  .  'CRAMS  :  WEARWELL,  LEEDS. 

3  Hammersmith  Grove,  London,  W.6.  'Phone;  RIVerside  2856-7 
Grams:  Hedlyne,  Hammer,  London. 

SO  Crwys  Road,  Cardiff.  ’Phone:  Cardiff  698 

Grams:  Wearwell.  Cardiff  _  i, 


lvCarag«& 
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Wise  drivers 
are  asking 


Tungstone  Batteries  are 
built  for  hard  wear  and  tear 
— and  give  years  of  trouble- 
free  service.  The  complete 
range  includes  batteries  for 
British  and  American  cars, 

(commercial  vehicles,  trucks, 
etc.,both  petrol  andoil  driven. 

Advantageous  terms  are  offered 
to  Distributors,  Stockists  and 
Garues.  Some  areas  for  main 
distributors,  withdelivery  service 
to  retailers,  are  still  available. 

Wrlt0  for  full  datoifs  and 
llluttratod  folder. 


BATTERIES 

TnnK«<oBe  Prodncto  Umitad 

10,  Salisbury  Square,  E.C.4.  Phona:CENtral8l56(4lioes) 
Works :  Market  Harborough,  Leicestershire 

(TB2IF) 


EXPANDING 

PILOT 

REAMERS 


Now  fitted  with  a 
double  pilot  (back 
and  front)  which  en- 
ables  the  user  to  get 
mmr  perfect  alignment. 

Can  be  fitted  either  with 
^  the  straight  blade  or  the  Taylor 
Patent  blade  with  the  helical  cut. 

r-T^Ude 


the  wonderful  bulb 

Wise  drivers  know  what  they  want 
from  a  bulb:  the  best  possible 
light,  the  safest  light  and,  above 
all,  completely  reliable  light.  That 
is  why  so  many  ask  for  Osram — . 
the  wonderful  bulb.  ^ 


TAYLOR  A  JONES  LTD. 

elAMS-SAUGESHOai(THUDDEIKri{l» 


TRt  CENEBAL  ELECTBIC  CO.  LTD 
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StOJCQ 


limited 


I'  \  CO  LTD,  ‘.'ert. 

ri-flT  llvtRI’OOL  I  «./;J  6622 
•  ...  '  ■>  r  ^  P.  f  :  l  C‘ 


WILCOT- 


WILCOT  (PARENT)  CO.  LTD. 
FISHPONDS  BRISTOL 


BRITOOL  140a  SOCKET  SET 

This  is  a  Y  Square  Drive  Scxiket  Set 
specially  made  up  for  the  Motor  Trade 
at  a  moderate  price. 

Contents  : — 

Speed  Brace,  Bar  Handle,  Short  “T” 
Adapter,  6"  Extension,  \T  Extension. 
21  Bihexagon  Sockets  covering  Whit¬ 
worth  sizes  to  and  American 
sizes  Vie"  to  1716"  AF  and  in  addition 
one  14  mm.  Double  Depth  Plug  Spanner. 
PRICE  £9  7s.  4d.  NETT  TRADE 

Descriptive  particulars  gladly  sent  on  request 


WHOLESALE 
SUPPLIERS 
of  all  modern 
GARAGE 
EQUIPMENT 


TYRES,  OILS,  and 
a  full  range  of  all 
MOTORING 
ACCESSORIES 
8;9  Rcwley  Rd.,  Oxford^.  14  »nwclw»  ia  T—  awe  Ce—lry 


RADIATOR  MUFFS  A  MUFFEHES 

Keep  cold  out 
Keep  warmth  in 


SAVE  THE 
BATTERY 


PROTECT  THE 
ENGINE  FROM 
COLD  AND  FROST 


SAFEGUARD 


YOUR  CUSTOMERS’ 


CARS— ORDER  NOW 


SEND  FOR  ILLUSTRATED 
LIST  AND  PRICES 


CARTER 

CARBURETTERS  V  FILTERS 


ELECTRICAL  tOUl  PME  MT  C?  L' 


ALBERT  EMBANKMENT  LONDON  S.E.II. 

;  RELIANCE  5861  (  5  LINES  )  ^ 
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SEALING,  6LAZIN6 


Obtainable  from  all  Motor  Factors. 

Literature  and  Prices  on  Application. 

A.  ELDER  REED  &  CO.,  LTD. 

Battersea  High  Street,  London,  S.W.II 


ISLAND  STRUCTURE 


Exchange  Units  &  Genuine  Parts 
or  24-Hour  Repair  Service 

Sole  Distributors: 

Encland,  Scotland,  Wales  &  Northern  Ireland 


Our  Units  of  Aisle  and  Wall  Bins  are  com* 
pletely  universal.  They  can  be  grouped  to 
accommodate  any  size  and  shape  of  store 
for  any  purpose  whatsoever. 

SEND  FOR  FREE  LfTERATURE 
THE  SPEEDWEU  GEAR  CASE  CO.  LIMITED 
TAME  ROAD,  WITTON  BIRMINGHAM  6 

Coventry  London  Depot 

NceMer'i  KiiB  Lam.  M,  RimllM  Read, 

BaltaH  Cammen.  8.W.1 

Ph«Le ;  Bf  kAwell  S237_ Phono  r  Ploano  6S84 


rheViaORIA 
CLAW  15/- 

(  STATE  MAKE 

VICTORIA  MOTORACKS  LTD. 

World  Concessionaires: 

C.  G.  NORMAN  A  CO., 

SO  VAUXHAU  BRIDGE  RDAD,  LDNODN,  IW.I. 


Phone : 
Victoria 
2211 


uiteniuin 
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WATFORD  BY-PASS. 
WATFORD.  HERTS 


A  sound 
In  vestme^^^ 


COMPLETELY  PORTABLE 

^  Provides  charging  any 

1 gwage 

25  amperes  at  6  or  12  volts.  D.C.  out- 
VBV  put.  A.C.  input  —  200,250  volts  single 

phase  40  60  cycles. 

Dimensions:  144*  x  104'  x  9}*.  Will 
completely  recharge  a  fully  discharged 
^  battery  (75  ampere  hours)  in  3  hours. 

Engine  start  from  discharged  battery  in 

The  **  Rapide  ”  can  charge  as  many  as  three 
batteries  a  day. 

Write  for  literature  of  full  range  of  Wynall  charging  equipment  ^nBjnKIfB^ 

S.  GUITERMAN  4  CO.  LTD.,  37  SOHO  SQUARE,  LONDON,  W.l. 

Telephone:  GERrard  lilt  (7  Ones) 


( 


Irom 


Romae  InduttriM  *  TIm  Hyde  *  London  '  Nl 
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•  Sole  distributors 

FENTER  LTD.,  1 84  ASTON  ROAD,  BIRMINGHAM,  4 


O'Pg 

/or  every  trade. 
Send  for  free 
sample  and  leaflet 
'The  Skin  in 
Industry.* 
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We  are  holding  excellent  stocks  of 
all  the  Winter  Lines  and  invite  your 
enquiries  for : — 

I  ANTI-FREEZE 
LAMPS 
HEATERS 
DE-FROSTERS 
RADIATOR  MUFFS 
SKID-CHAINS 


ERNEST  MOORE  &  SON 

LIMITED 

OLD  TOWN  HALL 
NANTWICH,  CHES. 

PHONE:  5251-2-3  GRAMS:  ERNMORE 

Branch  at  12-U  BOUGHTON.  CHESTER 
LONDON  OFFICE: 

77  BUCKINGHAM  GATE,  S.W.I. 


ROZALEX 


OCCUPATIONAL  DERMATITIS 
BARRIER  PREPARATIONS 


Motor  Aoa 


Th»  DAMAGE 


Factory  Reconditioned 
Service  Units  for 


A  nation-wkk  Radiator 
Repair  Service  for  the 
MOTOR  TRADE 


despatched  to  all  parts  of  the  country. 
Trade  Enquiries  Weiconned 


Auxiliary  Driving  Lamps 


MOTOR  CO.  (Leicester)  Ltd. 
Church  Gate,  Leicester. 
Phone:  LEiCESTER  65251-2-3-4. 


Branch  Factories:  London,  Birmingham,  Balfatt,  Carliala, 
Cardiff,  Chester,  Dublin,  Glasgow,  Kilmarnock,  liaidstone, 
Newcastle-on-Tyne,  Sc.  Austell,  Southampton,  Sudbury, 
Aylesbury,  Bedford,  Nottingham. 

•ERCK  RADIATORS  LTO^  Warwick  RS.,  BirmlaglMW,  11 


V 


MASTERS  OF  THE  ROAD 


THE  PRODUCTS  Of 


HQTIK 


For  better  light 


Transport  Lighting 


SMOCKPHOOF  ■ 


mt/is 


PL  PI  f  PS  til  t  4S 
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y^a4e  Ohk 

FLEXIBLE  FUEL 
&  OIL  LINES 

TO  SERVICE  ALL  MAKES 
AND  MODELS  OF  BRITISH 
AND  AMERICAN  CARS 

The  FACTORY  §'|jm 

ASSEMBLED  pipe  is 
sold  *'&ve  in  a  box.” 

Minimum  stock  — 
maximum  cover. 


Othar  F«m«ui  Notak  Lampa:-  FOGMASTER.  DRIVEMASTER. 
FASSMASTER,  LIGHTMASTER,  NOTEK  Ravartlng  Lamp, 
FLAREMASTER  Road  FUra,  GLOHASTER  Rad  Raflactora. 
Far  nplmttmma  fU  anip  pai<H<aa  KOTMK-MJtDA  BtMt. 
Obtainabld  through  MAIN  DISTRIBUTORS. 


can  do  ail  these  Jobs  with  the 


Completely  mobile,  with  pressure  capacity  of  up  to  5  tons, 

the  Hydroram  can  be  easily  and  quickly  operated  by  one 

man  for  all  these  vital  tasks  : — 

#  Straightening  chassis  panels  and  m 

structures.  fu 

#  Spreading  car  and  lorry  leaf  springs.  ^  I  HHl  I 

#  Removing  car  and  tractor  wheels,  / 

axles,  housings.  ^ 

#  *  Round  -  the  •  shop  ’  .. 

clamping  with  large  &  m  u 

‘C*  clamp. 

#  Jacking  -  up 
versal  remote 
jack,  6' 

#  Squaring  chassis,  re- 

storing  frame  curv-  {|J|3I^^H| 

atures. 


Buy  new  A  obtain  tax  raflaf 

Emd/or  fuU  drtoth  XOW  l®._ 

CHAMBERLAIN  INDUSTRIES  LTD. 

SufTa  Works,  Staffa  Road.  Leyton, 
London,  E.IO.  TEL.:  LEYtonttone  3678. 
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“ARMOUR  VIX  ” 


REGO. 


SIGHT  FEED  •  TEMPERED  STEEL  SPRING 
REINFORCED  SUPER  FLEXIBLE  FUEL 
HOSE  &  CONNECTORS  FOR  CAR, 
COMMERCIAL  &  MARINE  ENGINES 


ANY  TYPE  OF 
COUPLING  SUPPLIED 


PETROL 


ACIDS 


GAS 


WATER 


ALCOHOL 


NO  LOSS  OF 


INTERNAL  DIAMETER 


WHEN  TWISTED  AROUND  A  SPINDLE 


TEMPERED  STEEL 
SPRING  REINFORCING 


NO  LAMINATION.  THE  SPRING 
IS  IN  THE  WALL 

SIGHT  FEED.  YOU  CAN  SEE  THE 
FLOW  THROUGH  THE  HOSE 

CREATORS  LIP 

NEW  HAW  •  WEYBRIDGE  •  SURREY 
Tel. :  BYFLEET  224 1 ■2242-2243 


SHEET  METALWORK 


for  the  Trade 


BODY  PANELS.  WINGS 
PETROL  TANKS 
SILENCERS 
★  ★  ★ 
PANEL  BEATING 
LIGHT 

ENGINEERING 


TELEGRAMS; 

BROMELPAR,  SOUTHTOT 
LONDON 


101  WEST  RD..  lOHENHAM 


TELEPHONE : 
TOTTENHAM 
2257.  2258  &  2259 


LONDON.  N.I7 
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V 


VAN  DERVELL 

ihin  H^ail  Bearings 

SERVE  ALL  BRANCHES  OF  THE 
ENGINEERING  INDUSTRY 


YANDIRYEIL 


'  IXttMAWC 
ONAUVASOaKU 
MOoucn 


\ 


\ 


\ 


Ihe  Oarage  £. 
“  ■  nt 
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TENSI  TALKS  ON  TRADE  TOPICS  s  f  TOSth 

Givers  and  Grabbers 

Had  new-car  distribution  been  put  on  a  systematic  basis 
after  the  war,  we  believe  that  most  1946  orders  still 
on  dealers’  books  would  by  now  have  been  satisfied.  As 
it  is.  they  remain  there  to  form  one  of  the  most  serious  causes 
of  dissatisfaction  that  have  ever  upset  the  internal  harmony 
of  the  motor  trade.  ^ 

Rather  than  risk  losing  goodwill  by  keeping  valued 
customers  waiting  indefinitely,  some  dealers  are  converting  1946 
orders  into  retail  orders  in  the  hope  of  speeding  delivery. 
Others  are  advising  customers  to  re-order  at  distributor  level. 
Here  is  an  extract  from  a  letter  which  one  dealer  is  sending 
out  to  his  customers: — 

“It  is  only  fair  to  give  you  my  considered  opinion  that  new 
cars  are  not  being  distributed  according  to  chronological 
seniority  of  order.  .  .  .  The  placing  of  an  order  with  a  main 
distributor  is  likely  to  result,  even  now,  in  delivery  in  about 
half  the  time  you  have  so  far  had  to  wait,  so  I  would  suggest 
you  consider  this  course.” 

What  effect  is  the  “grab  policy”  having?  As  well  as  destroy¬ 
ing  inter-trade  goodwill,  it  is  bringing  the  motor  trade  in 
general  and  distributors  in  particular  into  disrepute  with  the 
public.  It  Is  providing  ammunition  for  the  Miss  Elaine  Burtons. 
It  is  encouraging  the  use  of  the  terms  “Racket”  and  “Spiv.” 

Recently  we  made  the  suggestion  that  all  distributors 
who  are  playing  the  decent  game  by  their  dealers  (and  there 
are  plenty  of  them)  should  receive  ceremonious  acknowledg¬ 
ment  of  their  fairness  and  Integrity,  As  we  then  said,  besides 
giving  honour  where  honour  is  due,  widespread  adoption  of 
the  idea  might  have  an  interesting  psychological  effect  on  some 
of  the  other  kind  of  distributors. 

If  manufacturers  cannot  be  prevailed  on  to  take  the 
interest  that  they  should  in  this  controversy,  and  if  the  decent 
distributors  are  powerless,  to  Influence  “the  others,”  what 
about  dealers  giving  our  suggestion  a  trial?  It  may 
not  work  in  the  most  hard-bitten  cases, 
but  the  desire  for  public  esteem  has 
often  been  known  to  make  givers  out  of 
grabbers. 


WHAT  TX)  YOU  THINK  ABOUT  IT? 
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ELECTRICAL  PRACTICE  FOR  APPRENTICES  (9) 


Carrying  Out  Tests  on 


TJkeSe  ffittUleA  c4im  .  .  . 

1.  — To  show  how  electrical  practice 
should  be  taught  to  Juniors,  follow¬ 
ing  a  planned  training  schedule  Otted 
in  with  shop  work. 

2.  — To  Indicate  to  foremen  and 
executives  the  proper  way  to  ap¬ 
proach  the  giving  of  tuition,  with 
every  practical  point  and  workshop 
wrinkle  demonstrated  and  explained. 

3.  — To  pass  on  to  mechanics  and 
service  men  knowledge  which  they 
may  not  already' have. 

They  are  presented  in  the  form  of  a 
story,  the  characters  being  Mr.  Serkit, 
the  foreman,  and  Charlie,  the  appren¬ 
tice. 


"Ni 


Growler  oheok 

'OW,  Charlie,  we  will  make  a 
test  of  these  components  so 
that  we  can  fill  in  the  report 
form,”  Mr.  Serkit  was  saying.  “Bring 
that  tray  of  parts  over  to  the  bench  by 
the  test  stand.  First,  we  apply  a 
growler  test  to  the  starter  armature. 

“The  main  difference  between  this 
and  a  dynamo  armature,  so  far  as 
testing  is  concerned,  is  that  we  have 
only  about  one  turn  per  coil.  You 
know  now  that  in  making  a  growler 
test  the  armature  has  to  generate 
voltages  which  we  compare  on  the 
loaded  ammeter  circuit,  so  you  will 
realise  that  with  only  one  turn  we  will 
need  to  apply  a  much  denser  field  to 
get  any  measurable  output. 

“We  therefore  mount  the  armature 
on  the  limbs  and  set  the  switch  to 
‘Starter’  position,  which  has  the  effect 
of  connecting  the  growler  windings  in 
parallel,  so  that  we  get  a  strong  alter¬ 
nating  flux  across  the  core.  Now,  we 
apply  the  prods  and  proceed  as  I 
showed  you  on  dynamo  jobs,  finding 


Understanding  the  application 
with  emphasis 


the  angle  which  gives  the  highest 
steady  reading,  and  comparing  each 
reading  at  this  position.  Now,  tell  me 
what  I  have  ‘forgotten’  in  making  this 
test.” 

“Did  you  check  for  earths  first?” 

“All  right,  you’ve  got  it!  If  the 
winding  was  down  to  earth,  we  should 
be  wasting  time  in  growling  it  before 
clearing  the  fault  if  we  could.  Now 
let’s  have  a  look  at  those  field  coils. 
Remember  that  I  told  you  to  watch 
conductivity  first  and  foremost  in 
dealing  with  starters. 

“If  we  were  to  connect  a  battery 
with  ammeter  in  series  across  the  field 
circuit,  we  would  probably  only  burn 
out  the  ammeter  and  flatten  the  bat¬ 
tery  to  no  purpose.  These  fields  are 
intended  to  carry  a  large  current  In 
series  with  the  armature,  and  the  only 
effective  way  to  check  conductivity  Is 
to  pass  a  considerable  controlled  cur¬ 
rent  through  them  and  compare  the 
volt-drop  across  each  section. 

Coil  loading 

“This  is  where  we  make  use  of  a 
heavy-duty  rheostat  with  a  suitable 
ammeter  connected  to  the  shop  bat¬ 
tery.  The  more  voltage  applied  the 
greater  the  resistance  needed,  so  if  we 
keep  a  large-capacity  single  cell  for 
the  job,  we  may  not  need  much  re¬ 
sistance.  Here  is  a  sketch  (Fig.  21)  to 
show  you  what  we  are  going  to  do. 

“You  will  see  that  we  make  one  con¬ 
nection  from  our  test  circuit  to  the 
stud  at  Cl  and  the  other  to  one  of  the 
brushes  at  C2.  When  we  close  the 
switch  and  adjust  the  rheostat  to  a 
current  of  about  50  amps.,  the  two 
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By  E.  T.  LAWSON  HELME^ 


Starter  Components 


of  measuring  instruments, 
still  on  insulation 


left-hand  coils  in  the  diagram  are 
loaded  to  about  the  equivalent  of 
cranking  conditions. 

“Now,  we  quickly  apply  the  volt¬ 
meter  to  the  three  points  shown  at 
VI,  V2  and  V3,  and  observe  the  read¬ 
ings.  Next,  we  will  switch  off  and 
transfer, the  lower  connection  from  C2 
to  C3,  then  switch  on  and  readjust 
the  current  to  the  same  level.  Finally, 
we  take  the  three  voltage  readings  at 
V4,  V5  and  V6.  These  should  all  be 
equal  to  their  counterparts  in  the  first 
test.  Is  that  quite  clear?” 

Closed  Joint 

“Yes,  I’ve  got  that,  Mr.  Serkit,  but 
I  can’t  see  the  point  of  connecting  the 
voltmeter  at  V3  and  V6,  where  it  is 
across  a  closed  Joint.  If  the  two  coil 
ends  are  Joined  together,  there  should 
be  no  difference  in  voltage.” 

“I  quite  agree,  Charlie.  But  suppos¬ 
ing  there  was  not  a  very  good 
connection  at  this  point — we  i— 

should  then  have  the  resulting 
resistance  causing  a  difference 
in  voltage,  and  the  voltmeter 
would  show  it  up.  If  you  con-  U  <I) 
sider  the  extreme  case  where 
the  Joint  is  completely  open, 
then  there  would  be  no  cur- 
rent  flow,  but  we  should  still 
use  the  voltmeter  to  locate  the 
fault. 

RHEOSTAT  ; 


f  ^  “Obviously,  w e 
should  get  no  read¬ 
ing  across  points 
VI  and  V2,  but 
when  across  V3  the  meter  forms  a 
bridge  over  the  open  Joint,  and  the 
current  passing  over  this  bridge  is 
limited  by  the  resistance  of  the  meter. 
The  rest  of  the  circuit — by  reason  of 
its  comparatively  low  ohms — ^would 
cease  to  have  any  significance,  and  the 
voltmeter  would  be  effectively  across 
the  battery.  Hence,  we  would  get  a 
reading  of  normal  battery  volts.  Get 
this  idea  firmly  in  your  mind,  because 
it  is  most  Important  in  dealing  with 
all  kinds  of  electrical  conditions. 

“Before  we  continue,  I  want  you  to 
observe  how  the  test  instrument  is 
arranged  for  reading  volt-drop,  which 
we  have  Just  been  doing.  Here  is  a 
little  sketch  of  the  connections  behind 
the  switchboard  (Fig.  22a).  You  will 
notice  that  we  use  a  centre-zero  in¬ 
strument  with  two  scales  reading 
12-0-12V.  and  1.2-0-1.2v. 

“The  flexible  leads  coming  from  the 
panel  have  pointed  prods  fitted,  but 
one  of  the.se  incorporates  a  two-way 
button  switch  and  the  lead  used  is 
twin  cable.  The  idea  of  this  wiring 
is  to  enable  us  to  go  round  a  circuit 


FI*.  21. — Volt-drop  tests  of  flelrt- 
roil  assembly. 
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Left:  Fig.  22a— Drop-testing  voltmeter. 

Kiglit:  Fig.  22b — Insulation  test  circuit. 

quickly  without  worrying  about  polar¬ 
ity  oi  instrument  connections,  as  the 
voltmeter  will  read  to  either  side  of 
its  centre  zero,  and  also  to  safeguard 
the  instrument  against  the  risk  of 
damage  in  the  event  of  an  open  point 
being  encountered. 

Safety  measure 

“You  may  have  noticed  that  in  mak¬ 
ing  the  six  tests  of  this  field  assembly 
I  held  the  prods  in  contact  for  a 
moment  before  pressing  the  button. 
The  12-volt  scale  would  safely  indicate 
battery  volts  if  the  section  were  open, 
in  which  case  I  would  not  press  the 
button  to  bring  in  the  low  range, 
which  is  intended  for  reading  drop 
volts,  and  would  be  overloaded  on 
battery  potential.  If  you  are  drop¬ 
testing  an  armature,  or  any  other 
component,  it  is  always  wiser  to  go 
round  with  the  safety  range  to  check 
for  opens,  or  any  reading  above  one 
volt,  before  making  the  actual  drop- 
test. 

“Now  we  must  clear  these  other 
items.  In  the  case  of  the  brush-hold¬ 
ers  and  also  the  field  coils,  we  must 
check  Insulation  to  the  carcase,  and 
here  again,  you  must  be  familiar  with 
the  nature  of  the  test  applied.  As  we 


February  16,  1952 

are  dealing  with  what  is 
classified  as  low-voltage  equip¬ 
ment,  it  is  quite  sufficient  to 
use  a  test  voltage  Just  over 
double  that  normally  applied. 
In  doing  so,  we  must  have  a 
sensitive  means  of  detecting 
any  leakage  in  what  should 
be  good  insulation.  You  made 
insulation  tests  on  dynamo 
components,  so  you  know  how 
to  apply  the  prods  to  these 
brush  insulators. 

“I’ll  give  you  a  sketch  here 
(Fig.  22b)  showing  how  the 
tests  circuit  is  arranged.  There 
is  a  small  transformer  behind 
the  swltchpanel,  connected 
through  the  switch  A  to  the 
a.c.  mains.  The  50-volt  second¬ 
ary  winding  is  connected  to 
the  50v.  15w.  signal  lamp  B  in 
series  with  the  a.c,  milli- 
ammeter  C,  which  has  a  range  of 
0-300  milliamps.,  and  to  the  prods  D. 
The  lamp  limits  the  maximum  current 
to  0.3  amp.,  and  the  Instrument  shows 
current  flowing,  even  when  it  is  not 
enough  to  light  the  lamp  normally. 

“You  will  find  cases  where  some 
latitude  must  be  allowed,  and  the 
reading  of  leakage  current  before  and 
after  repair  shows  improvement  effec¬ 
ted.  An  example  of  this  is  in  field  coil 
leakage  to  the  carcase.  A  reading  of 
50  m.a.  on  windings  which  have  been 
oil  or  water  soaked  should  fall  to  zero 
after  the  coils  have  been  thoroughly 
dried  out,  retaped,  and  varnished.  Now 
we  can  fill  up  our  test  report  on  this 
job  and  pass  it  over  to  repair.” 

(To  be  continued.) 


RECENT  NUFFIELD  FILMS 

Among  films  recently  produced  by  the 
Nuffield  Organisation  for  world  distribution 
are  :  “Exhibit  B801”  (the  film  story  of 
Goldie  Gardner’s  M.G.  Special  success  on 
the  Bonneville  Salt  Flats,  U.8.A.);  "Safety 
Fast”  (featuring  an  M.G.  TD.  Midget’s 
classic  run  of  8(X)  mUes  over  Alpine  roads); 
and  ’’Thoroughbreds  All”  (filmed  with  M.G. 
and  Riley  teams  in  the  Alpine  Rally). 

They  are  available  on  loan  to  clubs  and 
others  Interested  from  the  Cine  Section, 
Nuffield  Organisation,  Cowley,  Oxford. 
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CHOOSE  THE  LOWER-PmEB  BAnERY  WITH  A 

FOLL-SERVICE  GUARAHnE 


Ulien  selecting  a  new  car  bat¬ 
tery  it  is  not  always  wise  to 
choose  the  battery  with  the 
lowest  price. 

When,  however,  you  find  a 
battery  which  can  be  relied 
upon  to  give  first  class  perform¬ 
ance,  which  is  backed  by  a 
full-service  guarantee  and  a 
reputation  for  quality  and  relia¬ 
bility,  and  still  the  price  remains 
low ;  then  you  can  be  sure  you’ve 
got  the  right  battery  at  the 
right  price. 


THE  EOlSOH  SWAH  ELECTRIC  COMPAHY  LTO 


Membt^r  of  the  A.E.i*  Group  of  Companies 


( 


Martin  Walter*8  Folkestone  c,v,  extension  lets  public 
see  what  is  going  on 


For  specialised  service  white  masonry  with  very  wide  and 

IN  Folkestone,  Martin  Walter,  Ltd.,  high  plate-glass  windows,  giving  a 
have  opened  a  new  works  extension  most  imposing  appearance  and  look- 
for  specialised  service  and  repairs  ing  more  like  a  first-class  showroom 
on  Bedford  commercial  vehicles.  The  than  a  works  or  repair  shop,  Martin 
new  extension  takes  the  form  of  the  Walter,  Ltd.,  believe  that  the  working 
addition  of  a  new  wing  to  the  main  conditions  and  modem  appliances 
works  building  and  covers  approxim-  provided  should  be  visible  to  passers- 
ately  8,000  sq.  ft.  by. 

Facing  the  Cheriton  Road  (main  The  building  has  been  planned  to 
London-Folkestone  road),  the  front  is  provide  100  per  cent,  clear  floor  space. 

and  doorways  and 
are 
allow 
handling 

the 

I  has 

I I  been  Installed,  in- 

eluding  10-ton  and 
«  3i-ton  twin -post 

rtr  hydraulic  ramps 


Picture  above  shows 
the  frontage  of  the 
extension,  while  that 
on  the  left  Is  a  good 
view  of  the  Interior, 
with  work  In  progress. 


t 
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have  increased 


especially  Petrol 


k  BEDFORD  GARAGE  PROPRIETOR  SAYS 


'  'It  is  with  pleasure  that  we  inform 
you  of  our  great  satisfaction  in 
being  appointed  a  Shell  and  BP 
Service  Station. '  * 

'/Since  our  appointment  sales  in 
every  respect  have  increased  espec¬ 
ially  petrol,  and  we  congratulate 
you  on  the  great  deal  of  thought 
given  to  us  and  the  public  apprec¬ 
iate  the  help,  advice  and  assistance 
given  to  obtain  these  results .  *  * 


Join  the  Selected  Representation  Scheme  NOW  I 

Already  dealers  all  over  Britain  report  better 
business  since  they  joined  the  Scheme.  Don't 
miss  this  chance 


*  Selected 


Representation  means  satisfied  customers. 
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The  specialised -c-v.  section,  primar¬ 
ily  devoted  to  Bedford  vehicles,  is  the 
forerunner  of  similar  sections  which 
will  ultimately  be  formed  at  the  Can¬ 
terbury  and  Dover  depots  of  the  firm, 
where  extensive  rebuilding  plans  are 
in  hand. 

The  new  Folkestone  wing  was 
opened  by  the  Mayor  of  Folkestone, 
Coun.  J.  F.  Moncrieff.  Those  present 
included;  C.  H.  Fisher  (Director  of 
Parts,  Service  and  Sales,  Vauxhall 
Motors,  Ltd.),  W.  B.  Draper  (Service 
Manager,  Vauxhall  Motors,  Ltd.),  G. 
Hinch  (Field  Service  Supervisor,  F. 
Perkins,  Ltd.),  E.  Connor  (Senior  Ser¬ 
vice  Engineer,  F.  Perkins,  Ltd.);  and 
representing  Martin  Walter,  Ltd.,  H. 
Spencer  Apps  (Chairman),  W.  R.  Lyne 
Smith  (Managing  Director),  A.  D. 
Tapley  (Financial  Director),  W.  H. 
Newman  (Sales  Director),  C.  Bradwell 
(Works  Director)  and  C.  J.  Heilberg 
(Utilecon  Sales  Director). 


which  can  handle  all  tjTpes  and  sizes 
of  vehicles  most  expeditiously. 

The  completion  of  this  new  exten¬ 
sion  provides  the  means  of  separating 
c.v.  repairs  from  the  car  section,  and 
has  made  it  possible  to  organise  a  staff 
specially  trained  in  c.v,  servicing  and 
repair  work. 

Savings  effected 

Although  self-contained  as  regards 
service  equipment,  the  unit  repair 
shops  of  the  main  works  are  situated 
so  close  at  hand  that  specialised  work, 
such  as  coach-building  repairs  and 
painting,  engine  reconditioning,  and 
so  on.  can  be  carried  out  conveniently 
and  speedily,  making  duplication  of 
such  plant  in  the  c.v.  section  unneces¬ 
sary,  thus  saving  valuable  floor  space 
and  overhead  expense. 

Allied  with  the  c.v.  side  is  the  highly- 
specialised  diesel  engine  section,  where 
Perkins  diesel  engines  are  dealt  with. 


Diss  Firm’s  Service  Station  Venture 


prises  four  Beckmeter  petrol  pumps 
on  a  triangular  Island,  20ft.  along  the 
long  sides  and  12ft,  along  the  short 
side.  The  island  is  of  cement,  and  a 
steel  -  framed  concrete  roof  is  of 
identical  dimensions. 

On  the  island  there  is  a  kiosk  for 
the  attendant  and  for  displaying 
packaged  oil.  There  is  also  a  Kismet 
Autocoil  combined  air  tower  and  water 
hose.  Fluorescent  lights  are  suspended 
from  the  top  for  night  service. 

There  is  a  wide  drive  all  round  the 
island,  the  surface  being  of  cement 
with  a  coating  of  tar  and  pea  shingle. 
Around  the  front  are  flower  beds. 

The  attendant  lives  in  a  cottage 
right  on  the  spot;  this  has  enabled 
Watson  and  Smith,  Ltd.,  to  provide 
service  at  all  times — at  any  hour  of 
the  night  if  needed. 


Main-road  site 

IN  business  in  Diss,  Norfolk,  since 
1923,  Watson  and  Smith,  Ltd.,  who 
are  Vauxhall  and  Bedford  area 
dealers,  recently  opened  an  attractive 
new  service  station  two  miles  away  at 
Scole.  The  site  is  on  a  busy  comer, 
at  the  Junction  of  the  main  Norwlch- 
Ipswich  road  and  the  road  running 
through  Diss  to  the  East  Coast.  A  few 
yards  away  is  Scole  Inn.  famous  as  a 
coaching  inn  in  years  gone  by. 

The  new  service  station,  which  is 
Shell-Mex  and  B.P.  appointed,  com¬ 


Heiiley’s  Tyre  and  Rubber  Co.,  Ltd.,  have 
moved  their  export  and  shipping  depart¬ 
ment  to  78,  Mount  Street,  London,  W.l. 
Tel.;  Orosvenor  3366-7-8. 


1 


I 
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CASTROL  INJUNCTIONS 


In  an  action  between  C.  C.  Wakefield  &  Co.  Ltd.,  Plaintiffs, 
and  N.  Aston  &  Son  (a  firm).  Defendants, 

brought  by  the  Plaintiffs  in  the  Chancery  Division  of  the  High  Court  of  Justice  the 
reference  to  the  Record  of  which  is  1951  C.  No.  4134  Mr.  Justice  Wynn-Parry  on  the 
19th  October  1951  made  an  Order  restraining  the  Defendants  from  doing  whether 
by  themselves  or  by  their  servants  or  agents  or  any  of  them  or  otherwise  howsoever 
the  following  acts  or  any  of  them  that  is  to  say 

I 

1  infringing  the  Plaintiffs’  Registered  Trade  Mark  No.  283920 
and 

2  offering  for  sale  or  selling  in  response  to  orders  for  “  Castrol  ”  oil  not  of  the 
Plaintiffs’  manufacture  or  merchandise  and  from  in  any  other  way  passing  off  such 
oil  as  and  for  the  oil  of  the  Plaintiffs 

And  it  was  further  ordered  in  the  said  Action  that  the  Defendants  should  pay  to  the 
Plaintiffs  a  sum  in  respect  of  the  Plaintiffs’  agreed  costs  of  the  Action. 


In  the  High  Court  of  Justice,  Chancery  Div.fGroup  A)  Mr.  Justice  Roxburgh 
1951  C.  No.  4523 

Tuesday  the  20th  day  of  November  1951 

Between  C.  C.  Wakefield  ft  Company  Limited  (Plaintiffs) 

I 

and  Excel  Motor  Services  (Blackpool)  Limited  (Defendants) 


Upon  motion  for  an  injunction  on  the  6th  and  16th  days  of  November  1951  and  this 
day  made  unto  this  Court  by  Counsel  for  the  Plaintiffs  and  upon  hearing 
Counsel  for  the  Defendants  and  upon  reading  the  Writ  of  Summons  issued 
on  30lh  October  1951. 

And  the  Plaintiffs  and  the  Defendants  by  their  Counsel  desiring  that  the  said 
Motion  should  be  treated  as  a  Motion  for  Judgment  and  consenting  to  this  Judgment 
This  court  doth  order  that  the  Defendants  be  restrained  from  doing  (whether  by 
their  officers,  servants,  workmen  or  agents  or  any  of  them  or  otherwise  howsoever) 
the  following  acts  or  any  of  them  that  is  to  say 

(1)  infringing  the  Plaintiffs  registered  Trade  Mark  No.  283920  in  Class  47  and 

(2)  selling  or  offering  for  sale  oil  other  than  oil  of  the  Plaintiffs  manufacture  or 
merchandise  in  response  to  orders  for  Castrol  oil  and  from  in  any  other  way  passing  off 
oil  not  being  Castrol  oil  of  the  Plaintiffs  as  and  for  the  Plaintiffs  Castrol  oil 

And  it  is  ordered  that  the  Defendants  do  pay  to  the  Plaintiffs  Twenty  five  pounds 
by  way  of  damages 

And  it  is  ordered  that  the  Defendants  do  pay  to  the  Plaintiffs  their  costs  of  this 
action  to  be  taxed  by  the  Taxing  Master  if  not  agreed. 
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Resleeving  With  a  Hammer 


Simple  and  quick  method 
by  Black  and  Decker  tool 


Block  need  not  be  removed 

A  SAFE,  simple  and  quick  method  of 
inserting  liners  in  cylinder  blocks  is 
used  by  Alderbrook  Motors,  Ltd.. 
Balham.  London,  S.W. 

A  Black  and  Decker  2in.  portable  electric 
hammer  is  used  to  drive  home  the  liners, 
each  operation  taking  between  30  to  45 
seconds,  according  to  the  degree  of  tight¬ 
ness. 

Previously  a  press  was  used  which  necessi¬ 
tated  a  setting-up  operation  taking  alto¬ 
gether  about  10-15  minutes.  Besides  the 
obvious  time-saving  factor,  another  advan¬ 
tage  is  that  the  hammer  can  be  used 
without  the  cylinder  block  having  to  be 
removed  from  the  engine. 

A  solid  block  of  scrap  metal  is  placed 
on  the  top  of  the  liner,  and  the  hammer 
tool  is  placed  on  this,  thus  eliminating  any 
damage  to  the  liner  through  direct  contact. 


Thomson  and  Taylor  (Brooklands),  Ltd., 
of  Weybridge  and  Cobham,  buUders  of  many 
world’s  record  cars,  have  appointed  R.  E. 
Tongne  as  Chairman  and  Joint  Managing 
Director  with  G.  H.  K.  Taylor.  The  latter 
will  be  responsible  for  all  engineering  and 
technical  matters.  In  addition,  H,  K.  Tay¬ 
lor,  O.  P.  Kenway,  J.  Flfcr  and  N.  L.  Walker 
have  been  appointed  to  the  board. 
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I  HE  unique  properties  of  Speedwell  Oils  have 
resulted  from  research  over  nearly  half  a  century  and 
praaical  testing  under  the  most  arduous  conditions. 
Racing  drivers  using  Speedwell  have  gained  literally 
thousands  of  successes.  Little  wonder  Speedwell 
Lubricants  are  the  choice  of  all  those  who  value  quick 
starting,  lively  acceleration,  more  M.P.G.  with  greater 
power  and  less  wear. 

MOTOR  OILS,  TRACTOR  OILS 
DIESEL  ENGINE  OILS 
INDUSTRIAL  OILS,  GREASES,  ETC. 


I  OFFICIALLY  APPROVED  BY  ] 
I  THE  FORD  MOTOR  CO.,  LTD., 

I  AND  OTHER  LEADING 
I  MANUFACTURERS 


BRITISH  OIL  &  TURPENTINE  CORPN.  LTD, 


Speedwell  House,  London,  S.yv,S,  and  atMillwall,  Barking,  Northampton,  Glasgow  and  Aberdeen 


\ 
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S.A.’s  Red  Light  on  ‘‘Tied  Houses 


Government  to  introduce  legislation  to  deal  with 
“  monopolistic  practices  ” 


with  myself.  To  this  request  they  readily 
agreed. 

“Dlscussion.s  subsequently  took  place  be¬ 
tween  myself  and  each  of  the  companies’ 
representatives  separately,  when  the  pros 
and  cons,  as  well  as  the  implication  of  the 
new  ‘tie.ng’  system,  were  fully  dealt  with. 

“Among  other  things,  I  asked  for,  and  re¬ 
ceived  assurances  from  each  of  the  com¬ 
panies  regarding  the  distribution  by  them 
of  indigenous  oils  and  petrol  (Satmar,  Sasol, 
and  oil  which  may  yet  be  discovered  in  the 
Union). 


Petrol  companies  warned 

The  South  African  Government  have 
told  the  petrol  distributing  companies 
in  that  coimtry  that  they  do  not  look 
with  favour  upon  “tieing”  agreements  be¬ 
tween  the  companies  and  the  garage  trade, 
and  have  given  the  warning  that  they  Intend 
to  introduce  “legislation  dealing  with 
monopolistic  practices.” 

These  and  other  oMcial  reactions  to  the 
100  per  cent  petrol  policy  in  South  Africa 
are  contained  in  the  following  statement 
made  by  the  Minister  of  Economic  Affairs  in 
Pretoria : — 

“On  my  return  from  Europe  recently,  I 
was  informed  that  the  four  oil  companies 
(Vacuum,  Shell,  Caltex  and  Atlantic)  had 
entered  into  ‘tieing’  agreements  with  pro¬ 
prietors  of  garages  and  filling  stations,  by 
virtue  of  which  the  oil  company  grants  a 
loan  to  the  garage  owner,  also  makes  a  non- 
reooverable  grant  for  improving  the  premises 
and  providing  additional  services  to 
motorists. 

“In  return  for  this  financial  assistance, 
the  latter  agrees  to  sell  only  that  particular 
company’s  brand  of  petrol. 

“I  was  Informed  that  a  large  number  of 
such  agreements  had  already  been  conclu¬ 
ded,  and  many  more  were  being  negotiated. 

“I  immediately  wrote  to  each  of  the  oil 
companies  and  advised  them  to  enter  into 
no  further  agreements,  pending  discussions 


“Public  interest”  issue 

“As  a  result  of  these  discussions,  I  have 
now  written  to  each  of  the  companies  and 
reiterated  what  I  said  at  the  interviews, 
namely,  that  in  principle,  the  Government 
does  not  look  with  favour  upon  ’tieing’ 
agreements;  and  that  it  is  intended  to  in¬ 
troduce  legislation  during  the  coming  ses¬ 
sion  of  Parliament  dealing  with  monopolistic 
practices. 

"I  further  informed  the  comi>anies  that, 
if  it  should  later  appear  that  the  public 
interest  is  being  adversely  affected  by  these 
agreements,  the  Government  would  be  com¬ 
pelled  to  take  action. 

“I  also  reminded  them  of  the  Govern¬ 
ment’s  concern  about  the  distribution  of 
indigenous  oils — now  and  in  the  future. 

’"rhose  engaged  in  the  selling  of  petrol 
are  directly  concerned 

a  by  this  new  develop¬ 
ment,  and  for  that  rea¬ 
son  I  have  considered  it 
necessary  to  make  this 
statement,  so  that  those 
intending  to  enter  into 
contracts  will  know  what 
the  position  is.” 


LIGHTING  FE.tTlRE.— 
New  lighting  lias  recently 
been  installed  In  the  car 
sales  sliuwriMiin  of  Hen- 
leys,  Ltd.,  at  Ilenleys’ 
t’orner,  un  the  North 
(’  I  r  c  II I  a  r  Road.  The 
scheme  consists  of  two 
rows  of  Mazda  lliior- 
escent  tittings  mounted 
over  the  front  windows 
and  on  the  wall. 
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Mazda  Motor  Gar  Bulbs 

Make  sure  that  your  shelves 
are  well  stocked  with  Mazda 
Motor  Car  Bulbs.  There  is  a 
Mazda  Bulb  for  every  position 
on  every  make  of  motor  vehicle 
from  double  filament  headlight 
bulbs  to  festoon  lamps  for 
traffic  indicators. 

Write  for  leaflet  No.  L.907, 
which  gives  details  and  prices 
of  the  complete  range  of 
Mazda  car  bulbs. 


THE  MAZDA  F207  all-purpose  Fluorescent 
Lamp  Reflector  is  ideal  for  the  general 
illumination  of  garages  and  is  particularly 
well  suited  for  mounting  above  work  benches. 

It  is  designed  for  use  with  a  single  80  watt 
Fluorescent  Lamp  and  is  the  simplest  of 
fittings  to  instal  and  maintain.  All  the  lamp 
auxiliary  gear  is  supplied  ready  wired,  in  a 
housing  which  plugs  into  the  top  of  the 
Reflector.  ^ 

Write  for  leaflet  No.  9601-3  for  foil  details. 

For  leadership  in  lighting 


Lighting  Engineen  of  the  BTH 
Lighting  Advisory  Service  will  be 
glad  to  help  you  plan  any  lighting 
scheme.  Their  expert  service  can 
be  freely  drawn  upon 
at  all  rvnes  through  A  B  ^ 
any  BTH  Office.  VJl^y 

M4365.A  ^  ' 


Mazda 


THE  BRITISH  THOMSON-HOUSTON  CO.  LTD. 
Crown  Home,  Aldwych,  London,  W.C.2 
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Two-Part  Scheme  for  Austins 


Castle  Garage,  York,  offer  simple  lubrication  and 
check-over  contract 


Customer  appeal 

//  -w-  ET  Castle  Garage  take  care  of 
**  I  your  car.  .  .  ,  Our  preventive 
-■—^maintenance  scheme  carried 
out  at  regular  intervals  will  ensure 
trouble-free  motoring  and  peace  of 
mind  for  a  modest  outlay, 
j  “As  Austin  distributors  and  main 
idealers  we  offer  a  comprehensive 
Scheme  which  is  recommended  by  the 
^Austin  Motor  Co.,  arid  carried  out  by 

f factory-trained  staff J’ _ 

These  are  the  words  used  to  intro- 
fduce  to  customers  the  contract 
imaintenance  scheme  offered  by  Castle 
sGarage  (York),  Ltd.,  Tower  Street, 
lYork.  The  scheme  is  presented 
Iclearly  in  a  four-page  leaflet,  the 
|message  above  being  on  the  front. 

^  Inside  are  details  of  the  two 
)icategories  offered.  These  are  repro- 
tduced  in  the  accompanying  panel. 


The  service  is  based  on  mileage  or 
definite  intervals. 

The  next  page  is  devoted  to  describ¬ 
ing  the  method  and  to  giving  the  cost. 

The  former  is  dealt  with  in  these 
words: — “By  arrangement  with  our 
service  department,  your  car  will  be 
serviced,  when  possible,  on  the  day 
and  at  the  time  desired. 

“A  record  of  each  service  is  made  in 
a  log  book  which  remains  in  your 
possession,  and  a  duplicate  book  is 
kept  by  us. 

“The  contract  may  be  made  for  six 
or  12  months  and  payment  (excluding 
materials)  is  made  on  commencement. 

“Washing  may  be  included  in  the 
contract  if  desired  and  the  contract 
prices  are  quoted  below.  Quotations 
for  alternate  contracts  will  gladly  be 
given  on  request.” 

Service  “A”  is  carried  out  18  times 


SCHEDULE  OF  ATTENTIONS 


Service  “B” 

(Every  2  months  or  2,000  miles) 

J .  Service  “A.” 

2.  Clianxe  enxine  oil  (clean  or  renew 
oil  Alter). 

.3.  Lubricate  hub  bearings,  check  steer¬ 
ing  Joints  and  adjust  as  required. 
Track  up  steering. 

4.  Lubricate  all  door  locks  and  hinges. 

5.  Check  road  springs  and  shock 
absorbers. 

6.  Adjust  brakes.  Top  up  brake  fluid 
tank. 

7.  Clean  and  adjust  plugs,  distributor 
and  carburetter. 

8.  Lubricate  water  pump. 


Including  all  minor  adjustments 
ne<‘essary.  Major  defects  reported. 
'  All  materials  extra. 


Service  "A” 

(Fortnightly  or  every  500  miles) 
Grease  all  nipples  and  lubricators. 
Clean  and  spray  springs. 

Lubricate  door  lo4-ks,  binges,  etc. 
Check  and  top  up  gear  box,  rear 
axle  and  steering  box. 

Check  engine  oil  level  (top  up  as 
required). 

Check  battery  (top  up  If  required). 
Inflate  tyres  to  correct  pressure. 
Check  fluid  level  In  braking  and 
Jacking  systems. 
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Mr.  Dealer  says  > 

My  experience  gives  me 
^  complete  confidence  in 

CLEVELAND» 
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8000  JACK 

FOR  i.ES.  CARS 

“I  can  lift  all  cars  and  any  commer¬ 
cial  vehicle  of  30  m.p.h.  rating”. 


“You  must  be  24"  high  to 
lift  the  front  wheels  clear 
of  the  ground  on  cars  fit¬ 
ted  with  independent 
front  suspension.” 


"All  working  mech¬ 
anism  is  totally 
enclosed, valves  are 
flushed  every  time 
the  Jack  is  used. 
Hydraulic  troubles 
eliminated” 


LIFT 


WRITE  TODAY  FOR  COMPLETE  JACK  CATALOGUE 


“I  lift  to  axle  height 
in  1-yes,  I  said  one! 
-handle  stroke”. 

No  Betted  Specificat4/yHy 

Minimum  height  -  4” 
Maximum  height  24” 

Actual  lift - 20” 

Highest  frame  point62 
,„P  Capacity  -  8,000  lbs. 


JOSEPH  BRADBURY  &  SONS  LTD 

BRAINTREE  '  ENGLAND 

AvailabSz  fum.  Adi  Aidkou/ied  ViiPUbidcfM 
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or  Service  “B”  six  times  under  a  yearly 
contract.  The  charges  are  as  follows: 
Up  to  12  h.p.,  £12  10s.  (£25  including 
wash);  12-20  h.p.,  inclusive,  £15  (£28 
5s.  including  wash) ;  20  h.p.  and 
aoove,  £17  10s.  (£32  including  wash). 
These  prices  are  based  on  a  fort¬ 
nightly  service,  or  500  miles,  but  any 
variation  desired  can  be  arranged. 

The  back  page  of  the  leaflet  is  occu¬ 
pied  in  a  most  commendable  way — in 
describing  the  equipment  employed  by 
Castle  Garage,  Ltd.  It  says  this:— 

“Our  lubricating  and  washing  equip¬ 
ment  is  arranged  specially  to  give 
clean,  efficient  and  speedy  service.  It 
consists  of  the  latest  type  Wakefield 
high-pressure  lubricating  battery  and 
hydraulic  lift. 

“The  washing  area  is  floored  with 


steel  grilling  to  ensure  maximum 
cleanliness,  and  a  Laycock  Niagara 
washing  machine  fitted  with  con¬ 
trolled  and  adjustable  jets. 

“For  commercial  vehicle  mainten¬ 
ance  we  have  a  separate  7i-ton 
Wakefield  lift  22ft.  long,  and  again 
Wakefield  high-pressure  greasing 
equipment. 

“In  addition,  we  offer  the  facilities 
of  a  fully-equipped  repair  and  service 
department,  including  electrical  and 
radio  repairs.  We  specialise  in  the 
fitting  of  guaranteed  factory  replace¬ 
ment  units  supplied  on  the  exchange 
'system.  Quotations,  including  fitting 
charges,  can  be  had  on  request. 

“Our  stores  department  carries  a 
large  and  comprehensive  stock  of 
parts  and  accessories.” 


Easy-to-Clean  Lnbricalion  Bay 

Kirkcaldy  firm*s  effective  idea 


Polished  Duralumin 

Aiming  at  cleanliness  and  a  high 
degree  of  light-reflection,  Harry 
K.  Brown  (Motors),  Ltd.,  Kirk¬ 
caldy,  have  had  a  lubrication  bay 
background  constructed  of  Alclad 
polished  duralumin.  The  effect  is 
shown  in  the  accompanying  illustra¬ 
tion. 

The  duralumin  is  in  sheet  form,  the 
joints  being  covered  by  polished  alu¬ 


minium  moulding.  The  work  was 
carried  out  by  a  local  Joiner.  Harry 
K.  Brown,  Ltd.,  who  are  Ford  and 
Fordson  main  distributors,  say  the 
panelling  is  very  easy  to  keep  clean.. 
Incorporated  in  the  panels  are  ducts 
for  hot  air,  which,  taken  from  pipes 
running  at  the  back,  ensure  an 
even  temperature.  Lower  down  are 
two  lights  for  illuminating  the  under¬ 
side  of  vehicles  being  serviced. 
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Large  parts  stock 

Anew  shop  window  for  their 
Standard  and  Triumph  business 
has  been  opened  in  Greenwich 
by  Greenwich  Automobiles.  Ltd.,  in  the 
form  of  a  showroom  and  stores  in 
Stockwell  Street.  The  stores,  which 
are  above  the  showroom,  carry  the 
largest  stock  of  Standard  and  Triumph 
parts  in  the  south-east — £70,000  worth. 

The  showroom  is  135ft.  long  and  28ft. 
wide,  and  has  sliding  doors  the  whole 
of  the  width  at  the 
front.  The  building  j 
is  of  red  brick  and 
the  Inside  colour 
scheme  is  cream 
and  white,  with  a 
red-painted  cement 
floor. 

Upstairs,  the 
stores,  with  a  trade 


Frontage  of  the  new 
bulldliix  Is  shown 
above,  while  on  the 
rlxht  Is  a  view  of  the 
showroom  Interior. 


New  Showroom 
is  a  “Family 
Monument^’ 

Greenwich  Automobiles,  Ltd., 
make  progressive  move 


and  retail  counter,  cover  the  whole  of 
.  the  showroom  area.  The  building 
backs  on  to  the  firm’s  workshop  in 
King  William  Walk. 

The  new  development  was  opened 
recently  by  the  Mayor  of  Greenwich  in 
a  ceremony  that  was  attended  by  Ck>l. 
R.  E.  Maude,  Managing  Director,  Stan¬ 
dard  and  Triumph  Sales  Ltd.,  and 
Standard  Service  Manager,  B.  Turn- 
bull. 

At  lunch  afterwards  the  Mayor 
referred  to  Managing  Director  A. 
Downing  (“Alf”  to  everyone)  as  one  of 
the  most  enterprising  men  they  had 
ever  had  in  Greenwich. 

Congratulations  and  expressions  of 
goodwill  also  came  from  Col.  Maude 
and  Mr.  Turnbull, 

After  describing  the  new  building  as 
a  “monument  to  the  Downing  family,” 
Mr.  Turnbull  said  it  was  hoped  that 
the  new  factory  at  Liverpool  would 
provide  Standard  and  Triumph  agents 
with  all  the  parts  they  wanted. 
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Revaluation  for  New  Rating 
of  Business  Premises 

What  the  current  process  may  mean 

Area  lists  tions  to  the  list  resulting  from  appeais 

Revaluation  of  business  against  assessments  and  settle  the  list 
premises  for  rating  purposes  is  which,  from  April  1,  1953,  will  become 
taking  place  throughout  the  the  valuation  list  for  the  area, 
country  in  preparation  for  new  valu-  Changes  brought  about  by  the  intro- 
ation  lists  which  (  are  to  be  brought  duction  of  the  new  enactment  include 
into  force  early  in  1953.  Increases  in  the  transferring  of  the  duties  of 
the  assessments  of  garages,  service-  valuation  for  rating  from  the  local 
stations,  showrooms,  offices,  ware-  authorities  to  the  Inland  Revenue 
houses  and  other  business  premises  Valuations  Department;  the  equal- 
appear  to  be  inevitable.  isatlon  of  annual  grants  paid  to  local 

The  Local  Government  Act,  1948,  has  authorities  by  the  Exchequer  ;  new 
introduced  many  changes  in  rating  procedure  for  dealing  with  appeals 
valuation  procedure,  but  there  is  no  against  assessments;  the  exclusion  of 
ground  for  the  widely-held  opinion 
that  the  Act  is  res^nsible  for  the  im¬ 
pending  increases'  in  assessments. 

General  revaluations  take  place  every 
flve  years,  the  one  due  in  1939  being 
postponed  at  the  outbreak  of  the 
second  world  war,  and  thus  it  will  be 
seen  that  the  present  revaluation 
would  have  taken  place  had  the  Act 
not  been  placed  on  the  Statute  Book. 

Before  the  end  of  this  year  each 
valuation  officer  must  prepare  a  draft 
valuation  list  for  his  area ;  provide  the 
local  authority  with  copies  to  be  placed 
on  deposit  for  inspection  by  all 
interested  persons:  make  any  altera- 


railway,  canal  and  electricity  under¬ 
takings  from  valuation  lists,  and  fresh 
methods  of  valuing  dwellings. 

The  Board  of  Inland  Revenue 
recently  reported  to  the  then  Minister 
of  Local  Government  and  Planning 
that  owing  to  the  shortage  of  qualified 
staff,  the  work  of  reassessing  private 
dwellings  would  have  to  be  abandoned. 
The  Minister  agreed  that,  for  the  time 
being,  the  valuation  staff  should  con¬ 
centrate  their  efforts  on  the  revalu¬ 
ation  of  other  premises. 

Although  the  new 

H.  Act  does  not  pro- 

'  I  I  vide  for  any  new 
m  Mi  methods  of  valu- 


M  r  L  T  I  -  TRACTOU 
MOVER.— This  articu¬ 
lated  vehicle,  believed 
to  be  the  first  of  Its 
type  employed  for 
tractor  -  carrying:  in 
this  country,  for  Its 
first  .inurney  delivered 
six  Ferg:uson  tractors 
to  G.  R.  Hartwell, 
i.td.,  Hournemouth. 
The  body  wiis  speci¬ 
ally  designed  by 
Itroekhoiise  Engineer¬ 
ing,  Ltd..  Glasgow.  In 
••onjunction  with  Mor¬ 
ions  (Coventry)  Ltd. 
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there's  no  doubt  CIRLINC  service  is  wry  out  ahead 


WHEREVER 

\  YOU  ARE  you're 
\  ONLY  A  PHONE  CALLS  OISTANCE 


There  s  a  local  agent  \ 
in  your  district  \ 
employing  factory  \ 
trained  personnel  and  \ 
specially  equipped  to 
deal  efficiently  with 
every  service  requirement 
using  only  genuine 

GIRLING  SPARES 


CIRLIN<k 

;f»|jlCT^RAKES'  IN 

SERVICE 


CIRLIMO  LTD 

KINGS  RD  *  TYSSLSV  •  SIRMINCHAM  II 


\(J 


IF  you  could 

SERVE  OIL  AS  YOU  DO  PETROL  AND  AT  THE  SAME  TIME  ENSURE 
0  Pump  to  Sump  direct. 

#  Clean  handling. 

#  Quicker  service. 

#  Complete  and  accurate  up-to-the-minute  Stock  Control. 

#  Increased  Turnover. 

%  Immediate  service  of  any  quantity  from  ^-pint  upwards  to 
B.O.T.  requirements. 

#  End  of  hose  metering— with  automatic  cut-out  at  required 
quantity,  thus  avoiding  any  chance  of  over-delivery. 

would  you? 


YOU  CAN^BY INSTALUN6  THE- 


<iPftV\^WjWP/  I  PARTICULARS  TO 

I 

(METERS)LTD 

Dept 

J  J|  POLIards  5201  (5  lines) 

wer  HOSE  LUB  OIL  mPENSER  g  y  .  ,  on 
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ing  commercial  premises,  the 
assessments  of  some  of  these  properties 
appearing  in  the  draft  valuation  lists 
in  October  or  '  November  will 
undoubtedly  show  marked  increases. 

The  reason  for  this  is  that  the 
present  assessments  of  most  rateable 
properties  were  fixed  in  1934.  when 
the  last  revaluation  was  held.  The 
basis  of  the  assessment  of  business 
premises  generally  Is  the  gross 
estimated  annual  rental,  and  rentals 
have  risen  since  1934  by  as  much  as 
100  to  300  per  cent. 

In  reassessing  some  of  the  smaller 
garages  and  service  stations  having 
living  accommodation  attached,  the 
valuation  officers  may  have  regard  to 
the  predominant  use  to  which  the 
premises  as  a  whole  are  put. 

Dwellings  position 

The  significance  of  this  is  that  the 
assessments  of  private  dwellings  are 
not  likely  to  be  increased  to  the  same 
extent  (If  at  all)  as  commercial 
premises,  and  it  therefore  may  be  in 
the  interests  of  ratepayers  occupying 
this  type  of  property  to  inquire  of  the 
valuation  officer  whether  the  premises, 
if  mainly  used  as  dwellings,  should  not 
be  rated  as  such. 

The  new  Act  provides  that  where 
any  part  of  a  dwelling  house  has  been 
specially  adapted  or  constructed  for 
use  as  business  premises,  the  assess¬ 
ment  may  be  increased.  But  it  should 
be  noted  particularly  that  the  premises 
will  attract  no  extra  rate  charge  on 


1“  The  G.  and  M.A:’ 

Used -Car  Market 
Report 

CEE  next  week’s  issue  for  our  usual 
^fortnightly  nurket  report  on  used- 
car  sellers'  prices. 

This  service  to  readers  consists  of  a 
I  digest  of  prices  quoted  in  trade  and 
private  advertisements  of  used-cars 
for  sale  appearing  in  current  issues  of 
public  motoring  journals  and  repre¬ 
sentative  national  and  provincial 
{|  newspapers. 


1  1  i 

j  1  .j  ' 

1  1  1 

•  i  ‘ 

f 

.IGENCY  SALE.  —  A  Guy  Otter  diesel 
,  .5/6  tonner  supplied  to  F.  J.  Pearson 
'  and  Son,  of  Sudbury.  Suffolk,  throuxh 
McNamara  Motors.  I.td..  of  Ipswich. 


the  ground  that  they  are  being  used 
for  trade  or  business. 

The  assessments  of  factories  and 
other  industrial  premises  will  also  be] 
increased,  though  the  rated  occupiers’ 
will  continue  to  enjoy  derating  con¬ 
cessions  whereby  they  pay  rates  on 
one-quarter  only  of  the  rateable  value, 
of  the  premises,  or  parts  of  the 
premises,  used  wholly  for  industrial 
purposes. 

Derated  properties 

It  is  understood  that  when  the  new, 
valuation  lists  come  into  force  they 
will  contain  only  those  derated'; 
industrial  properties  which  were’ 
shown  as  being  derated  in  the 
previous  lists,  and  it  may  be  that  a 
number  of  these  may  be  included  at 
the  full  assessment  owing  to  a  change 
in  circumstances  or  review  of  thej 
position.  t 

It  has  been  urged  that  the  law  relat-' 
ing  to  these  derating  reliefs  should 
be  repealed,  since  this  would  provide 
local  authorities  with  an  additional 
£50  million  from  rates  and  enable 
them  to  reduce  the  rates  levied  on  the 
occupiers  of  non-industrial  premises. 

In  some  areas  certain  properties 
have  been  reassessed  since  1934  and  in 
those  cases  the  assessments  may  need 
adjustments  only. 

On  the  question  of  whether  the  in¬ 
creases  in  rateable  values  should  bring 
about  a  corresponding  fall  in  rate 
poundages,  it  must  be  borne  in  mind 
that  the  costs  of  maintaining  local 
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services,  and  other  items  of  municipal 
expenditure,  continue  to  rise,  and  it 
is  most  unlikely  that  local  authorities 
will  be  able  substantially  to  reduce  the 
amounts  of  rates-in-the- £  levied  on 
the  rateable  values,  notwithstanding 
the  Increases  in  those  values. 

“Half  as  much  again" 

One  of  the  country’s  rating  experts 
has  stated  that  after  having  regard 
to  the  removal  from  valuation  lists  of 


procedure  is  the  ultimate  equalisation 
of  the  burden  of  local  rates  and  the 
elimination  of  hardships. 

But  it  remains  to  be  seen  whether 
the  transferring  of  the  responsibility 
of  valuation  for  rating  from  local 
government  authorities  to  the  Board 
of  Inland  Revenue  will  ultimately 
bring  about  a  uniform  and  anomaly- 
free  situation. 

It  remains  to  be  seen  also  whether 
the  Government  in  its  wisdom  will 


properties  in  the  occupation  of  railway, 
canal  and  electricity  undertakings,  and 
the  new  equalisation  grants,  and 
taking  into  account  all  information 
and  indications  available,  he  believes 
the  rated  occupiers  of  commercial 
premises  generally  will  be  called  upon 
to  pay  in  rates  half  as  much  again. 

I  The  object  of  the  new  legislation  and 


decide  to  postpone  the  operative  date 
of  the  new  valuation  lists,  and  intro¬ 
duce  fresh  legislation  designed  to  ease 
the  burden  of  extra  rates  the  occupiers 
of  commercial  premises  must  now 
expect  having  to  bear. 

(A  further  article,  which  will  Include 
an  outline  of  appeals  procedure,  will  appear 
in  an  early  issue. — Ed.) 


RECENT  AlCTION  RESEITS 

Selection  of  eehlclea  sold  at  the  Jan.  3tst  and  Feb.  5th 
Measham  salea 


ALLARD 


31-litre  d/h  coupe,  1948 

£696 

ARMSTRONG  SIDOELEY 

12  saloon,  1934  . 

£45 

16  Lancaster  sal,  1949 

£925 

AUSTIN 

7  saloon,  1935 

£290 

7  saloon,  1932  . 

£371 

8  tourer,  1933  . 

£76 

10  saloon,  1937 

£535 

10  saloon,  1937  . 

£225 

16  Hire  car,  1950 

£780 

16  Sixteen  sal,  194) 

£702; 

16  Sixteen  sal,  1948 

£735 

16  Sixteen  sal,  1947 

£7371 

16  saloon.  1937  . 

£140 

1  18  limousine,  1938 

£160 

BUICK 

31  saloon,  1939 

£290 

DAIMLER 

24  saloon,  1939 

£450 

FORD 

8  Anglia  sal,  1949 

£550 

8  saloon,  1939  . 

£235 

8  saloon,  1938  . 

£302; 

8  saloon,  1937  . 

£2221 

10  special  2-str  spts,  1951 

£430' 

10  Prefect  sal,  1946 

£475 

30  V8  Pilot  sal,  1949 

30  V8  Pilot  sal,  1948 

£850 

£765 

30  V8  Pilot  sal,  1948 

£760 

HILLMAN 

10  Minx  sal,  1948 

£600 

10  rebuilt  sal,  1942 

£720 

HUDSON 

22  snorts  sal,  1937 

£270 

HUMBER 

24  limousine,  1934 

£165 

27  S.S.  sal,  1948 

£7021 

JAGUAR 


20  2Hitre  sal,  1946 

..  £690 

JOWETT 

8  saloon,  1935 

..  £105 

LANCHESTER 

19  saloon,  1935 

.  £160 

M.G. 

18  d/h  coupe,  1938 

£270 

MORRIS 

8  saloon,  1938 

£320 

8  saloon,  1930 

£521 

10  saloon,  1939 

..  £495 

10  saloon,  1936 

..  £310 

12  saloon,  1936 

..  £170 

12  saloon,  1936 

..  £170 

14  Oxford  sal,  1950 

£1,000 

14  saloon,  1936 

..  £210 

PACKARD 

30  saloon,  1947 

..  £1,140 

RILEY 

9  sports  sal,  1934 

.  £262; 

ROVER 

14  saloon,  1938 

..  £4221 

14  saloon,  1936 

£250 

IS  '75'  P.4  sal,  1950 

£1,830 

SINGER 

9  saloon,  1939 

£250 

S.S. 

20  coupe,  1935 

.  £1521 

STANDARD 

9  saloon,  1938 

.  £175 

10  saloon,  1939 

..  £325 

10  saloon,  1935 

..  £410 

12  saloon,  1939 

.  £340 

14  Fourteen  sal,  1948 

14  saloon,  1937 

..  £6771 

£260 

18  Vanguard,  1950 

..  £965 

18  Vanguard.  1949 

£775 

TALBOT 


18  saloon.  1935  . 

£60 

18  saloon,  1935  . 

£160 

TRIUMPH 

14  ‘1800*  roadster,  1947 

£815 

VAUXHALL 

10  saloon,  1938  . 

£280 

12  Twelve  sal,  1948 

£630 

14  Fourteen  sal,  1946 

£600 

WOLSELEY 

8  Eight  sal,  1948 

14  *14/60’  sal,  1948 

£590 

£725 

14  saloon,  1937  . 

£315 

17  saloon,  1936  ...  ... 

£315 

COMMERCIAL  VEHICLES 

AUSTIN 

8  van,  1947  . 

£240 

10  van,  1947  . 

£3271 

11  van,  1949  . 

£420 

11  pick-up,  1950  . 

£5221 

12  Utility,  1937  . 

£140 

28  3-way  loader,  1948 

£350 

BEDFORD 

28  Iwb  truck,  1946 

£300 

—  S-t  Iwb  truck,  1942  ... 

£300 

COMMER 

10  van,  1945  . 

£225 

—  25cwt  van,  1946 

£100 

DODGE 

28  truck,  1939  . 

£175 

— Perk,  dsl  Iwb  trk,  1948 

£535 

— 5-t  truck.  1944  ...  .. 

£150 

FORDSON 

8  van,  1950  . 

£420 

8  van,  1950  . 

£470 

8  van,  19S0  . 

£402; 

10  van,  1948  . 

£335 

MORRIS 

8  van.  1935  ...  . 

£125 

12  goods  van,  1939 

£210 

12  lOcwt  van,  1946 

£355 

21  Utility,  1936  . 

£42 

24  30cwt  van,  1944 

£165 

—  box  body,  1949 

£440 

PACKARD 

—  shooting  brake,  1937 

£175 

RILEY 

2i-litra  Utility,  1948  ... 

£670 
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Cm.  No.  V.2005 

D.C.  Output  14  Volts  at  S  Amps. 
Cat.  No.  V.20M 

D.C.  Output  27  Volts  at  8  Amps. 
Cm.  No.  V.20I2 

O.C.  Output  S4  Volts  at  8  Amps. 
Cat  No.  V.20I7 

D.C.  Output  81  Volts  at  20  Amp*. 


Cat.  No.  V.2032 

8 1  V.  at  8  A..  S4  V.  at  SA  and  S4  V.  at  2A. 


All  models  are  of  mild  steel 
construction  finished  in  blue 
enamel  with  chromium  fittings. 
Input  voltage  in  each  case  is 
100/120  or  200/250  volts  40/100 
cycles. 


THE  GENERAL  ELECTRIC  CO.  LTD..  MAGNET  HOUSE.  KINGSWAY,  LONDON.  W.C^ 
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Southampton  Stockists  Expand 


Blunt,  Taylor 
&  Co*s  new 
and  larger 
premises 


company 

mmilllllllllll^HIIII  Blimt,  Taylor 

Co.,  Ltd.  Pro  111 
these  premises  they  have  offered  a  compre- 
heasive  service  as  wholesalers  of  pistons 
bearings,  Lockheed  parts  and  other  com¬ 
ponents.  in  Hampshire,  Dorset.  Wiltshire 
Sussex,  Buckinghamshire,  Berkshire,  the 
Isie  of  Wight  and  the  Channel  Islands. 

Accommodation  at  the  former  servict 
department  had  been  totally  inadequate  for 
some  years,  with  the  staff  working  under 
great  difficulty.  Additional  stock  and  an 
Increased  staff  have  now  been  made  possible 


Blunt,  Taylor  and  Co.,  Ltd.,  specialist 
distributors  of  motor  components, 
announce  that  they  have  moved  the 
service  department  of  their  Southampton 
branch  to  new  and  more  commodious  pre¬ 
mises  in  Cook  Street,  Southampton,  oppo¬ 
site  the  site  of  their  original  premises  facing 
3t.  Mary's  Street.  The  old  premises  will 
continue  to  be  used  as  stores. 

The  company  have  traded  at  St.  Mary’s 


OF  THEVtooLS 


Better  service  is  the  key  to  better  business  -  and 
the  key  to  better  business  in  engine  overhauls 
IS  Black  &  Decker  valve  reconditioning  equip¬ 
ment!  The  VALVE  MASTER  REFACER 
wet-grinds  all  popular  makes  of  valves:  with  the 
Micrometer  Attachment,  grinds  tappets,  valve 
stems,  rocker  arms.  The  VIBRO-CENTRIC 
matches  any  seat  Precision  mirror  finish  —  no 
lapping  in— thanks  to  two  superb  electric  tools 
from  the  world's  most  famous  range! 

The  first  choice  of  craftsmen  the  world  over 


■  LACK  4  PECRft  LTD.  NARNONOSWORTN.  MIDDX.  PNOME;  WEST  ORATTOa  XDRI/7 
IQRDQR  •  RIRNINDNAH  •  BRISTOL  •  SLASSOW  •  LfEDS  •  MAHCHESTER  •  NEWCASTLE  •  R0TTIN6NAN 
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F«iur-Post  Lifter 


Anew  Wakelleld  hydro-electric  four- 
post  lifter  with  a  capacity  of  three 
tons  has  recently  been  Introduced. 
The  hydraulic  ram  Is  fed  with  oil  from 
an  electrically-operated  piunp,  and  travels 
forward,  thus  causing  the  trackways  to  rise 
by  shortening  the  cables. 

As  It  Is  fitted  horizontally  beneath  one  of 
the  trackways,  the  ram  Is  fully  protected, 
while  the  pump,  motor  and  switchgear  are 
mounted  on  one  of  the  columns  and  are 
thits  well  clear  of  a  vehicle  being  driven 
on  or  off. 

The  four  cables  each  have  a  breaking 
strain  of  six  tons,  giving  a  total  strength 
of  24  tons.  A  mechanical  lock  on  the 
liydraullc  system  guards  against  leakage 
and  Is  automatically  reset  every  time  the 
lifter  Is  lowered.  Should  a  cable  fall,  the 
platform  can  only  drop  a  very  short  dis¬ 
tance  before  locking  Itself  on  the  guide 
rollers. 

Marketed  by  C.  C.  Wakefield  and  Co.. 
Ltd..  46.  Grosvenor  Street.  London.  W.l,  the 
lifter  has  a  vertical  travel  of  4ft.  Sin.,  and 

Li0ii:wei|iU>f  fvloves 

Designed  to  protect  the  hands  . 
operators  from  cuts  and  abrasions 
when  handling  materials  of  all  kinds, 
these  new  lightweight  Industrial  gloves  are 
the  latest  addition  to  the  range  of  P.V.C. 
protective  clothing  manufactured  by  James 


takes  30  seconds  to  reach  its  full  height. 
Length  of  flat  track  available  is  14ft.  61n.. 
and  the  overall  width  of  the  tracks  Is 
5ft.  11  In.  The  electric  motor  driving  the 
pump  develops  2)  h.p.  at  1,450  r.p.m. 

for  Indoj^trial  Use 

North  and  Sons.  Ltd..  Godley  Mills.  Hyde, 
Cheshire. 

A  very  long  working  life  is  claimed  for 
the  gloves,  which  are  made  with  knitted 
wrists  and  are  available  in  both  men’s  and 
women’s  sizes. 


Welded  Steel  Flf»oriDg 


SUITABLE  for  installation  in  car  wash  bays 
and  inspection  pits.  Betties  arc-welded  steel 
flooring  Is  manufactured  in  continuous 
units,  the.'e  stcck  units  being  mechanically  cut 
to  suit  customers’  reaulrements. 

The  present  stock  length  of  ffooring  bars  is 
13ft.  741n.  X  2ft.  Oln..  but,  as  mentioned  above, 
any  length  can  be  produced.  Advantages 
claimed  for  this  new  production  technique  by 
the  manufacturers,  Betties  and  Sons,  Ltd.. 
Arcwel  Factory,  Stafford  Road.  Pordhouses, 
Wolverhampton,  are;  accuracy  of  shape,  ensuring 
correct  alignment  of  finished  assembled  unit, 
continuity  of  production,  enabling  finished  units 
to  be  located  over  a  series  of  supporting  mem¬ 
bers.  a  more  rigid  seating  on  supporting  steelwork, 
to  the  continuity  of  the  pattern,  and  to  the  fact 
over  intermediate  supports. 


.Seel ion  of  flooring  after  a  fonr-ttni 
|M»int  load  test  showing  the  rigidly 
compressed  Joints  after  the  section 
had  heeii  disttirted, beyond  the  elastic 
limit. 

and  a  greater  loading  capacity  owing 
that  the  flooring  Is  not  broken  down 
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>laj9king  and  Insulating  Tapes 


EATURES  of  the  Speedflx  paper  masking 
ti  tapes  made  by  Industrial  Tapes, 

Speedhx  Duke's  Road,  London, 

W.C.l,  are  high  tensile  strength  to  prevent 
tearing  when  being  applied,  great  pliability 
^  and  resistance  to  dope  solvents.  The  adhesive 
.  is  firmly  keyed  to  the  basic  material  to 
\  '  *i  prevent  any  depo.sit  being  left  when  the  tape 

removed. 

The  tapes  are  made  on  a  basis  of  stout 
'  paper  coated  with  varnish  to  make  it  paint 

^  ‘  »  j  resistant  and  are  creped  for  pliability  before 

k'  JP^  ■  the  adhesive  mass  is  applied.  Speedflx  paper 

P's^'^V  I  lift  '  1  masking  tape  is  available  in  eOyd.  rolls  from 

1  j  ^  width. 

For  electrical  use.  Industrial  Tapes,  Ltd., 
manufacture  an  insulating  tape  which  is  claimed  to  have  a  very  high  dielectric  strength, 
will  always  remain  adhesive,  does  not  suffer  from  pin  holes,  has  a  high-ten.sile  strength 
and  is  clean  to  handle. 


Thread-Measuring  Parallels 

EVELOPED  in  collaboration  with  the 


National 

I  1  Physical  Laboratory  for  accurately  measuring  the 
effective  diameter  of  screw  threads,  the  Marlco 
thread  measuring  parallels  are  now  available  for  measur¬ 
ing  unified  threads.  They  can  be  used  on  work  without 
removing  it  from  the  machine,  and  the  manufacturers, 
W.  H.  Marley  and  Co.,  Ltd.,  New  Southgate  Works,  105, 
High  Road,  London,  N.ll,  claim  that  they  have  an 
exceptionally  long  life  owing  to  the  length  of  their 
gauging  surfaces. 

The  unified  set  of  five  pairs  of  parallels  covers  the 
range  4-44  TPI,  and  are  supplied  in  a  plash-lined  box 
at  a  retail  price  of  fi9  7s.  6d.  i>er  set. 


For  lloronditloning  Old  Dolts 


l"^  URPOSE  of  the  Edwards  Bolt  Saver  is  to  .save  the  use 
^^w  bolts  by  putting  a  new  thread  on  bolts  with 
^  X  badly  damaged  threads.  It  can  also  be  ased  to  clean 

■  up  the  threads  of  rusty  or  dirty  bolts. 

The  Bolt  Saver  is  hinged  at  one  end  and  has  a  screw  clamp 
-  (  at  the  other.  After  a  damaged  bolt  has  been  placed  in  the 

'  appropriate  hole,  the  tool  is  closed  tightly  by  means  of  the 
clamp  and  the  bolt  is  withdrawn  by  unscrewing  it  with  a 
spanner.  Th  s  unscrewing  rolls  or  re-forms  the  damt^ed  thread  by  moulding  it  back  to 
its  original  shape  without  removing  any  metal. 

In  the  case  of  severe  damage,  the  head  of  the  bolt  may  be  held  in  a  vice  and  the 
Bolt  Saver  will  then  be  unscrewed  off  the  bolt.  Made  by  Lawrence  Edwards  and  Co., 
Commercial  Buildings,  Kidderminster,  the  Bolt  Saver  is  at  pre.sent  available  only  in  a 
model  for  B  S.F  threads  which  will  deal  with  lin.,  5/16in.,  iln.,  7/T61n.,  iln.,  9/16in.,  iin. 
amd  iln.  bolts.  It  retails  at  43s.  6d.  Models  for  Whitworth  and  American  threads  ■will 
later  be  available. 
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they  preserve 


It  is  obvious  that  car  polishes 
produced  by  the  ICI  organization 
must  be  efficient  in  their  prime  pur¬ 
pose  of  cleaning  and  polishing  a  car. 


There  is,  however,  a  highly  important 
additional  sales-point  to  be  considered. 

ICI  Car  Polish  and  Wax  Polish  have  been 
scientifically  designed  to  do  their  job  exactly  as  it  should  be  done ; 

that  is  to  say,  without  any  risk  whatsoever  of  harm-  _ _ 

fill  effects  on  the  finish.  These  two  ICI 
products  polish,  protect,  and  preserve, 


It  therefore  follows  that  you  can 
recommend  the  ICI  Polishes  in  the 
certainty  of  your  customers'  satisfac-  k 
tion  —  and  lasting  satisfaction  means  111 
repeat  sales. 


Put  a  Shine  on  Sales  with 

LIQUID  POLISH  RETAILS  AT  3/ 
WAX  POLISH  RETAILS  / 


Sole  Distributors 
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Elizabethan  age 

N  the  16th  century,  under  the  rule 
of  Elizabeth,  our  country  attained 
greatness.  Not  for  nothing  was 
she  called  “Glorlana.”  The  history 
repeated,  if  naturally  with  differences, 
in  the  reign  of  Victoria.  And  there 
are  those  who  believe,  as  well  as  hope 
and  pray,  that  it  will  do  so  again  in 
our  own  time.  Queen  Elizabeth  II  has 
come  to  the  throne  at  a  troublous 
juncture.  So  did  her  predecessors; 
like  them,  she  may  restore  Britain’s 
might,  and  enlarge  it.  'Their  days,  too, 
were  noteworthy  for  more  than 
empire-building,  and  the  literature 
then  produced.  Both  periods  saw  vast 
expansions  of  commerce.  The  mer¬ 
chant  adventurer  enjoyed  a  heyday 
when  King  Harry’s  daughter  ruled; 
the  Victorian  age  gave  the  industrialist 
full  stature.  Now  we  can  look,  and 
strive,  for  a  further  flowering. 

Against  contingencies 

AR  makers,  both  here  and  else¬ 
where,  hold  some  peculiar  beliefs. 
No  other  conclusion  is  possible, 
if  you  view  the  matter  in  the  cold  and 
rather  harsh  light  of  plain  common 
sense.  One  of  their  convictions,  quite 
evidently,  is  that  no  automobile  is 
liable  to  mishap.  Experience,  however, 
teaches  that  any  car  is  practically 
certain  to  take  a  few  knocks  in  the 
course  of  its  useful  life.  Also,  at  least 
possible  is  that  It  may  be  involved  in 
a  heavy  collision,  or  overturned.  Such 
things  happen.  To  allow  for  the  fact 
would  surely  be  no  more  than  prudent, 
but  that  is  not  the  usual  practice.  The 
disregard  of  it  produces  two  quite 
distinct  effects,  one  being  an  Increase 
in  the  cost  of  motoring.  Because  items 
are  not  planned  for  quick  and  cheap 


replacement,  repair  charges  rise,  and 
insurance  rates  with  them.  The  second 
result  is  that,  when  a  car  is  rolled  over 
or  otherwise  crashed,  the  occupants 
suffer  more  severely  than  they  would 
have  done  had  the  designer  shown 
more  foresight.  That  consideration  is 
a  serious  one,  although  it  receives  very 
little  attention.  In  the  States,  a 
scientist  lately  urged  the  S.A.E.  to  give 
more  thought  to  the  protection  of 
drivers  and  their  passengers.  That 
could  readily  be  done,  even  without 
the  further  research  that  is  clearly 
desirable.  If  it  were,  there  would  be 
a  useful  reduction  of  casualties.  Just 
as  the  back-room  boys  could  slash 
repair  and  maintenance  expenses  on 
future  models  if  briefed  to  do  so  by 
their  employers.  Which  would  make, 
in  both  cases,  for  cheaper  insurance. 

Notable  anniversary 

NY  with  an  interest  in  trade 
history  should  get  hold  of  a  copy 
of  this  week’s  “Motor  Cycling.” 
Started  in  February,  1902,  by  the  late 
Edmund  Dangerfleld,  the  paper  cele¬ 
brates  its  jubilee  in  Thursday’s  issue, 
which  contains  many  flashbacks  to 
the  pioneer  days.  Its  original  title 
was  “Motor  Cycling  and  Motoring,’’ 
but  that  was  abbreviated  in  less  than 
a  year  to  “The  Motor,’’  and  after  a 
time  the  car  interest  predominated. 
In  1909  it  was  decided  that  an 
additional  journal  should  be  produced 
for  motor  cyclists,  and  the  old  name 
was  revived.  But  it  was  the  1902 
venture  of  50  years  ago  that  started 
the  link-up  between  Temple  Press  and 
the  motor  industry.  On  the  staff  of 
“Motor  Cycling’’  at  different  times 
were  some  notable  men.  The  late 
Walter  Groves,  for  many  years  editor 
of  “The  Motor,’’  was  one;  our  friend 
A.  C.  Armstrong  another.  In  control 
now  is  Graham  Walker:  outstandingly 
able,  and  a  gallant  person  as  well.  Our 
trade  owes  much  to  its  specialist  Press. 
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Because  there’s  profit  in  it.  Because  a 
Wandess  Cylinder  Boring  Bar  can  pay  for 
itself  in  as  little  as  nine  months.  The  rest 
of  its  long  life  means  money  in  the  bank. 
Your  bank. 

But  cylinder  boring  is  a  specialised  job  I 

One  of  your  mechanics  can  readily  be 
trained  to  do  this  work.  It  is  a  part  of  the 
Wandess  Service  to  assist  him  in  the 
correct  methods  of  operation  and  main¬ 
tenance.  He  will  then  obtain  maximum 
efficiency  in  the  shortest  possible  time. 


Yes,  the  Wandess  Cylinder  Boring  Bar  is 
obtainable  on  Hire  Purchase. 

Well,  what  are  the  advantages  of  a  Wandess 
over  other  boring  bars? 

Without  exaggeration,  the  advantages  are 
far  too  many  to  be  gone  into  fully  here. 
To  name  only  a  few :  boring  accuracy  can 
be  obtained  to  within  0’0002'.  Subsequent 
honing  or  lapping  is  unnecessary.  A  special 
tool  lapping  jig  is  supplied  with  the 
machine.  An  automatic  time-switch  per¬ 
mits  the  operator  to  get  on  with  another 
job  while  the  cylinder  is  being  re-bored. 
A  blind  boring  attachment  is  available  for 
motor-cycle  cylinders.  There  is  a  detach¬ 
able  direct  reading  micrometer  for  tool 
setting.  In  all,  the  Wandess  Cylinder  Boring 
Bar  is  a  precision  machine  designed  to  make 
re-boring  simple,  quick  and  profitable. 


Sole  sales  concessionaires  of  Wandess  equipment : 

STENOR  LIMITED  •  KEW  FOOT  ROAD  •  RICHMOND  •  SURREY 

BRA\CHES: 

STENOR  LIMITED.  194.  CORPORATION  STREET.  BIRMINGHAM.  4. 

STENOR  LIMITED.  13.  EAST  PARADE.  LEEDS.  YORKS. 

STENOR  LIMITED,  48.  WEST  PRINCES  STREET,  GLASGOW,  C.4. 
j  ALSO  DUBUN  •  STOCKHOLM  •  COPENHAGEN  •  DURBAN  •  JOHANNESBURG 

SYDNEY  •  BROOKVALE  (N.8.W.)  •  SAO  PAULO  (BRAZIL). 

MANUFACrrURED  BY  WHATTON  AND  SONS  LTD  •  PREaSION  ENGINEERS  WOLVERHAiJPTON 

CRCS 
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THOMSON  AND  BROWN  BROTHERS  LIMITED 
BSOWN  BROTHERS  (IRELAND)  LTD.  BROWN  BROTHERS  (AIRCRAET)  LTD. 


What  the  Well-Dressed  Car  is  Wearing 


COQOnCT 


Their  ■;niart  beauty,  proteelive  qualities  and  added  comfort  appeal  to 
diseemiuK  motorists  everywhere.  CORONET  Covers  are  available  in 
Heavy  Woven  Hox  Cloth  and  Superfine  Felt  in  a  range  of  non-fading 
colours.  IJoth  these  materials  are  soft,  pliable  and  withstand  repeated 
dry  cleaning.  .Also  made  in  ‘Airo’  Cellular  in  attractive  check  designs. 
This  ‘.Airo '  type  cox  er  allows  free  circulation  of  air  and  can  be  cleani'd 
by  simply  wiping  over  with  a  damp  cloth.  Sizes  to  fit  most  makes  of  cars. 
Kecomniend  CORONET  Covers  to  your  customers  at  every  opportunity. 


Order  from  your  nearest  branch  of 


Head  Offices  and  Worehouiei  (Wholesale  only) 

Graat  Eattarn  Stract,  LONDON.  E.C.2.  I2«,  Georga  Straat,  EDINBURGH.  2.  and  Branchaa 
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to  continue  to  give  service  and,  mainly 
because  of  their  age,  are  rapidly  losing  hope. 

Two  of  them  are  motor  engineers  with  the 
widest  possible  experience.  All  were  em¬ 
ployed  by  the  Ministry  of  Supply  during  the 
war,  on  vehicle  inspection.  The  positions 
sohght  are  general  garage  work,  sales  or 
clerical,  and  district  representative  or 
inspection  respectively. 

Only  one  wishes  to  stay  in  the  London 
area,  and  I  would  appeal  to  any  of  your 
readers  who  have  any  vacancies  to  get  in 
touch  with  me  so  that  Interviews  can  be 
arranged. 

Each  of  these  men  has  many  years  of 
useful  life  ahead  of  him. 

Motor  and  Cycle  Trades  Benevolent  Fund. 

C.  W.  CUDLIPP, 

London,  W.l.  General  Secretary 


Communlcatloiw  intended  for  the  Motor 
Trade  Parliament  should  be  addressed  to 
The  Speaker,  “  The  Garage  and  Motor 
Agent,”  62  Doughty  Street,  London,  W.C.I. 


Flowmeters  At  Long  Last 

Sir, — The  article  in  yotir  issue  dated  Feb¬ 
ruary  9th,  reporting  the  adoption  by  the 
Vacuiun  Oil  Co.,  Ltd.,  of  flowmeters  for 
their  petrol  delivery  tankers,  gives  me  very 
great  satisfaction. 

I  must  pay  tribute  to  your  Editor  for  the 
great  assistance  which  he  gave  to  me  when 
I  was  campaigning  some  time  ago  for  these 
meters.  I  could  not  get  any  support  from 
the  M.A.A.  and  I  appealed  to  him  to  have 
inquiries  made  in  America  and  Canada  re¬ 
garding  their  use  there.  He  did  so  and 
afterwards  published  a  strong  Terse  Talk 
advocating  their  use. 

I  am  convinced  that  the  publicity  given  in 
your  paper,  together  with  the  correspon¬ 
dence  which  followed,  has  been  instnunental 
in  causing  this  very  shrewd  move  by  the 
Vacuum  Oil  Co.  in  making  their  debut  in 
the  petrol  business. 

And  I  am  sure  that  the  other  big  com¬ 
panies  will  have  to  consider  very  carefully 
whether  or  not  they  will  follow  suit,  other- 
wi.se  they  may  lose  a  good  deal  of  business. 

E.  HAMMOND. 

Manchester,  13. 


I  Glad  to  give  prominence  to  Mr.  Cudlipp  k 
appeal  which,  be  it  noted,  he  is  making  not 
on  compassionate  grounds  but  because 
these  men  are  still  capdble  of  giving  good 
service.  And  that,  as  we  pointed  out  in  the 
Terse  Talk  to  which  Mr.  Cudlipp  refers,  is 
the  angle  so  often  overlooked  when  consider¬ 
ing  men  of  40,  50  and  60  for  jobs  in  the 
motor  trade.  If  any  hon.  Member  loishes  to 
get  into  touch  with  Mr.  Cudlipp,  his  full 
address  is,  of  course,  204-6,  Great  Portland 
Street.  London,  W.l. — The  Speaker.) 


|.’Vfr.  Hammond’s  pleasure  is  indeed  under¬ 
standable,  because  he  has  been  undoubtedly 
one  of  the  foremost  and  most  untiring  cam¬ 
paigners  for  flowmeters.— Thi:  Speaker.] 


lOD  Per  Cent.  Petrol  Policy 

Sir, — As  a  trader  keenly  Interested  In  ai. 
matters  relating  to  petrol  retailing,  dating 
back  to  the  days  of  the  old  two-gallon  cans. 
I  myself  do  not  agree  with  the  opinions 
recently  expressed  by  several  mo.st  promi¬ 
nent  traders  regarding  the  100  per  cent 
scheme. 

Surely  it  is  only  common  trade  practice 
and  procedure  to  have  selective  retailing  of 
branded  articles.  If  one’s  grocer,  for  in¬ 
stance,  does  not  stock  the  particular  brand 
you  prefer,  you  purchase  elsewhere.  1  have 
not  heard  any  particular  objection  to  thi.s 
idea  with  anything  else  except  petrol. 

Is  it  not  our  business  to  ensure  that  we 


Too  Old  At  60? 

Sir, — I  have  been  reminded  very  forcibly 
of  a  Terse  Talk  and  correspondence  which 
appeared  in  your  columns  last  summer  re¬ 
garding  the  difficulty  of  flnding  jobs  by 
those  of  40  and  over,  by  three  interviews  I 
have  had  in  the  past  week  with  men  aged 
60.  65  and  66. 

All  of  these  men  have  spent  their  lives  in 
the  motor  industry,  are  willing  and  anxious 
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Stock  those  brands  that  are  in  greatest 
demand?  Should  our  customer  prefer  to 
purchase  some  other  that  is  Just  too  bad  for 
us;  we  have  made  a  bad  choice  of  stock,  and 
must  therefore  bear  the  loss  of  business. 

It  must  be  agreed  that  there  is  no  restric¬ 
tion  on  the  number  of  petrol  stations,  and 
even  an  average  village  to-day  in  most  areas 
has  more  than  sufUcient  stations  to  ensiu'e 
that  most  of  the  various  supply  companies 
have  full  representation. 

Under  present  conditions  the  handling 
margin  is  far  too  small  to  allow  me  to  ignore 
the  offer  of  any  additional  return,  even  when 
it  has  strings  attached  to  it.  It  cannot  be 
disputed  that  many  of  our  older  stations 
were  sadly  in  need  of  some  essential  Im- 
piovements,  and  in  any  case  the  customer 
gains  by  the  provision  of  the  modern 
amenities. 

In  addition,  it  cannot  be  disputed  that  in 
these  days  of  very  high  costs  a  regulated 
road  tanker  service, 'with  larger  deliveries, 
can  greatly  reduce  overheads,  and  this  again 
is  an  advantage  to  the  consumer. 

In  conclusion,  might  I  add  that  the  agree¬ 
ments  signed  are  very  formal  indeed,  and 
permit  of  withdrawal  at  any  time.  Even 
where  advance  payments  have  been  made 
one  has  the  option  of  returning  these  on  a 
pvo  rata  bas  s,  with  complete  freedom  of 
action. 

COUNTRY  RETAILER. 

[Surely,  most  grocers,  tobacconists  and  so 
on  have  such  comprehensive  stocks  of  bran¬ 
ded  goods  that  when  a  customer  is  obliged 
to  go  elsewhere  it  is  usually  because  the 
retailer  is  temporarily  out  of  stock  of  a 
particular  item  and  not  because  he  does  not 
sell  it? — The  Speaker.] 


Vehicle  Taxation 

Sir. — Following  is  a  letter  which  I  have 
sent  recently  to  the  Chancellor  of  the 
Exchequer :  — 

"Dear  Sir, — I  read  recently  that  a  further 
12 i  per  cent,  increase  on  car  insurance  rates 
is  contemplated;  the  Insurance  companies 
claim  that  this  is  very  largely  due  to  the 
high  repair  costs  of  post-war  ca  s. 

"Owing  to  the  complicated  design  and 
construction  of  these  cars  it  is  inevitable 
that  repairs  should  be  more  costly.  But  is 
it  equitable  that  owners  of  pre-war  cars — 
on  which  repair  charges  are  much  lower — 
should  have  to  pay  the  .same  premiums  as 


(^t  of  tlie 

35  YEARS  AGO.  "THE  C.  &  M.A.”  17/S/17. 
rpllK  commeri'ial  oar-owner,  we  readily  admit,  i* 
'X'  now  a  l>ad  eii.'<tomer  to  the  local  garage-owner 
and  car  repairer,  but  we  are  sanguine  enough  to 
lielieve  tluit  time  will  effect  a  change  for  the  better; 
mainly  lu-cause  it  has  l>een  proved  over  and  over 
again  that  tlie  distribution  of  gooils  can  be  most 
economically  carried  out  through  local  depots. 

20  YEARS  AGO.  "THE  G.  &  M.A."  13/2/32. 

lU  .VV  we  not  say  of  grading  for  car  discounts  that 
tJie  job  should  not  be  so  ditffcult  after  all,  once 
we  had  decided  on  a  standard  by  which  to  judge 
tile  rest?  It  is  not  impossible  to  pick  out  a  well- 
establi.slied  niotf>r  agency  concern  which  provides  in 
showrixmi  and  service  premises  and  facilities,  staff, 
and  general  competency,  just  the  type  of  sales 
assistance  which  a  manufacturer  has  a  right  to 
ext>ect  when  he  allows  his  standard  trade  discount. 
That  <x>uld  be  our  so-many  stars  type  of  agent, 
ami  tlie  otliers  could  be  rated  up  or  down  by 
reference  to  it. 


those  who  have  been  lucky  enough  to  get  a 
new  car  and  thereby  help  to  subsidise  the 
latter? 

“I  would  mention  that  the  older  the  car 
the  more  repairs  are  needed  to  keep  it  in 
safe  running  order.  That  means  a  double 
handicap  for  the  old-car  owner  compared 
with  the  new-car  man. 

"The  former  is  still  further  penalised  by 
having  to  pay  more  for  his  road  fund 
licence.  I  own  a  1938  ten  h.p.  car,  the  tax 
on  which  is  £12  10s.  Yet  only  £10  is 
charged  on  post-war  cars  up  to  twice  the 
size  of  mine. 

"Again,  I  ask  is  it  fair  that  because  a  man 
has  not  been  fortunate  enough  to  get  a 
new  car  tor  is  unable  to  afford  one)  he 
should  have  to  pay  more  for  his  licence  to 
use  the  roads?  In  view  of  the  circum¬ 
stances  mentioned  I  suggest  he  should  pay 
less. 

“I  appreciate  that  car  Insurance  is  out¬ 
side  your  province,  but  not  so  car  taxation. 
On  behalf  of  all  pre-war  car  owners  I  would 
ask  you  to  give  consideration  to  the  reduc¬ 
ing  of  our  road  licences  to  £10  in  your  forth¬ 
coming  Budget.  Yoms,  etc.” 

O.  LEWIS. 

Luton. 

[Good  work,  Mr.  Lewis.  If  only  the 
Chancellor  could  be  inundated  with  letters 
like  that.  I  said  "if  only  .  .  But  has 
fairness  anything  to  do  with  taxation  in 
these  days?  Whenever  accused  of  an  in¬ 
justice,  the  standard  "reason"  for  refusing 
an  amendment  is  that  the  loss  of  revenue 
cannot  be  afforded. — The  Speaker.] 
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New-car  Distribution 

Sir, — For  many  years  a  reader  of  your  in¬ 
valuable  weekly,  I  have  never  before  been 
Incensed  into  entering  your  Motor  Trade 
Parliament. 

The  S.M.M.T.  Director,  Mr.  Gresham- 
Cooke,  is  reported  in  your  February  2nd 
issue  as  saying  "Discrepancies  in  delivery 
dates  are  causing  upsets  in  public.”  1 
imagine  the  inference — qualified  by  his  fol¬ 
lowing  sentence — being  that  there  is  a 
difference  in  delivery  dates  between  that  of 
distributor  and  the  poor  unfortunate  dealer. 
I  wonder  who  is  better  able  to  alter  that 
than  the  distributor?  Delivery  dates  should 
march  hand  in  hand — even  if  the  words 
“more  closely”  were  added.  And  who  could 
see  to  it  better  than  the* distributor? 

I  know  a  firm,  agents  for  one  of  the  "Big 
Six”  for  about  the  past  two  and  a  half 
years,  who  have  had  only  one  vehicle. 
(Admittedly,  they  did  not  have  a  pre-war 
quota.) 

Yes,  Mr.  Gresham-Cooke,  I  aigree  that  new- 
car  allocation  must  be  treated  seriously,  but 
the  S.M.M.T.  or  B.M.T.A.  are  the  only 


people  who  can  get  near  the  distributors. 
Start  cleaning  them  up  and  they  will  rea¬ 
lise  that  a  number  of  Miss  Burton’s  regret¬ 
table  allegations  are  wholly  justified. 

Incidentally,  Mr.  Speaker,  I  haven't 
noticed  a  rush  (up  to  the  time  of  writing) 
of  other  dealers  wanting  to  issue  laurels  to 
their  distributors  as  per  your  suggestion  in 
Terse  Talk,  January  26th,  1952. 

Where  does  a  poor  unfortunate  dealer  air 
his  grievance?  Would  you  suggest  he  write 
the  manufacturers,  or  perhaps  bring  the 
matter  up  at  an  M.A.A.  meeting  wherein  sits 
the  same  distributor — both  with  the  same 
cafistrophic  results?  Or,  perhaps,  like 
myself,  he  has  to  swallow  principle  and  sign 
himself. 

Anonymously, 

STILL  SUFFERING. 

[We  didn't  exactly  expect  a  "rush” — but 
we  are  hoping.  And.  as  our  still-suffering 
hon.  Member  will  have  seen  by  now,  we  were 
able  to  hand  out  another  bunch  of  orchids 
last  week.  We  return  to  the  subject  in  this 
week’s  Terse  Talk. — The  Speaker.] 
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unmistakable  visibility;  it  is  of  substantiitl 
construction,  and  enclosed  in  a  thick  rtib- 
ber  moulding,  which  makes  it  entirely 
waterproof. 

The  metal  baseplate  carries  two  tail-lamp 
bulbs,  which  are  wired  in  parallel,  so  that 
if  one  fails  the  other  will  continue  to  pro¬ 
vide  adequate  illumination.  In  addition 
there  is  a  stop-lamp  bulb  of  higher  wattage, 
which  shows  through  a  moulded  ‘•bullseye," 
which  intensifies  the  light. 

The  lamp-holder  assembly  is  fully  en¬ 
closed  by  a  thick  glass  body,  with  a  separate 
ruby  lens,  the  Ijody  being  fully  protected 
by  the  rubber  surround,  and  the  whole  is 
secured  by  a  flat-headed  screw.  When 
tightened,  this  exerts  pressure  on  the  rub¬ 
ber,  thus  sealing  all  joints. 

The  design  is  both  neat  and  practical, 
and  a  pair  of  these  lamps  would  make 
almost  ideal  equipment  for  any  large 
vehicle. 


Ming  themselves  actively,  and 
with  good  reason,  In  the  crying 
need  to  improve  the  rear  lighting 
arrangements  of  heavy  vehicles. 
Retailers  should  also  be  prompt  In 
grasping  the  opportunity  that  has 
lately  been  created. 

Among  those  who  have  Introduced  special 
equipment  are  the  Notek  concern.  They 
offer  a  heavy-duty  reflector,  with  a  3Ln.  ruby 
lens.  The  mounting  is  flexible,  minimising 
the  likelihood  of  damage.  This  accessory 
retails  at  10s. 

Another  from  the  same  house  is  the 
Plaremaster,  a  lamp  for  use  in  emergencies, 
when  the  vehicle  is  stationary  and  its  light¬ 
ing  set  out  of  action.  Prom  current  pro¬ 
vided  by  a  self-contained  6-volt  battery,  it 
emits  a  red  flAre  that  can  be  seen  from  a 
distance  of  over  1,000ft.  under  normal 
conditions.  This  useful  aid  to  safety  should 
prove  a  seller. 

In  admonishing  vehicle  owners  to  “take 
rearguard  action,”  Notek  have  hit  upon  a 
telling  slogan  for  their  advertisements. 


Dunlop  research 

Technical  Director  1’.  (»,  U’,  King,  of  the 
Dunlop  Research  Centre,  Birmingham,  is  in 
Calcutta  to  advi.se  on  technical,  research  and 
management  questions  at  the  company's 
factory  there.  They  are  already  making  car. 
giant,  aero  and  cycle  tyres,  Dunloplllo,  cycle 
rims,  and  suction  and  delivery  hose,  and 
soon  they  will  begin  the  production  of  con¬ 
veyor  and  transmission  bolting  and  Vee 
belts.  While  in  India  Mr.  King  will  study- 
road  transport  conditions  and  visit  viniver- 
sitles,  colleges  and  other  centres. 


C.A.Y.  rear  lights 

C.A.V.  have  developed  a  new  combined 
tail  and  stop  lamp  presenting  some  attrac¬ 
tive  features 

The  lamp  has  an  aperture  of  3iln.  to  give 


LAMP  HOLDER  RUBBER  SURROUND 


STOP 

LAMP 


TWIN  TAIL 
LAMPS  ^ 


GLASS 

CYLINDER 


On  the  left  is  an  exploded  view  of  the  new  C..4.V.  rear  light,  the  unit  as  assembled 
l>eing  shown  on  the  right. 
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vision  and 

Sj^j?S^nal  comfort,  this  versatile  heater 
provides  the  basis  of  confident,  safe, 
all-weather  motoring.  Designed  for  use 
with  pump  or  thermo-syphon  cooling 
systems,  the  new  D.R.H.  Motor  Heater  is 
supplied  complete  with  5-position  switch, 
water  hose,  shut-off  cock  and  adaptors, 
demister  kit  and  template.  Write  ^  ^ 
for  descriptive  leaflet  PRICE  COMPLETE  £  I  0 
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ON-THE-SPOT  SERVICE 


The  great  increase  in  new  tyre  prices  makes  speedy  and 
tfhcient  tyre  reconditioning  a  more  important  sales  factor 
.han  ever.  Car  owners  appreciate  the  outstanding  local  factory 
service  offered  by  the  “TYRESOLES”  organization.  This— 


KAPIV  t^OCAL  SiRI/ICE  •  ASSURED 


by  39  “TYRESOLES”  factories  ensures  quick  and  efficient 
return  of  your  CUSTOMERS*  OWN  TYRES.  Remember 
too  that  “TYRESOLES”  is  the  proved  process  of  tyre 
reconditioning.  The  finest  materials,  trustworthy  craftsman¬ 
ship  and  a  unique  process  together  create  a  product  that 
makes  satisfied  customers. 

_  J9  FACTORIES 


ABIRDEIN 

AbardMn  Tyr«  Sarvic*  Ltd.  T«l:  2S377 

ASHFORD 

Martin  Waltar  Ltd.  Tal :  Kan.  322 
lonet  Bros. (Bangor)  Ltd. 
Tyratolat  Sar.  Stn.  Brynwilyd.  Tel:  796 

BECKENHAM 

Cox  a  Co.  (R.W.)  Ltd.  Tel :  1 146/7 

BELFAST 

Harry  Ferguson  (M’rt)  Ltd.  Tel:  25444 

BIRMINGHAM 

Tyratolet  Ltd. Tel:  Blackheath  I8SI/2 

BLACKPOOL 

Thomas  Motors  Ltd.Tel:  S.  Shore  4 1 064 
BOURNEMOUTH 
Cox  &  Co.  (R.W.)  Ltd.  Tel :  3920 
ORIGHTONjy,.jjQlj,  Distributors 
(Brighuyi)  Ltd.  Tel :  Brighton  25733 
■RITTOL  Tyresoles  Production 
(Bristol)  Ltd.  Tel  :  Temple  Cloud  309 
CARLISLE 

Tyre  Economy  Ltd.  Tel:  Carlisle  2622 

CHESTERFIELD 

Kennings  Ltd.Tel:  Chesterfield  3377 

DUNDEE 

Tyre  Economy  Ltd.  Tel:  2127/8 

EDINBURGH 

Tyre  Economy  Ltd.Tel:  Central  3 1 77 

EPPING 

C.  ff  Denning  (Tyres)  Ltd.  Tel :  2259 

GLASGOW 

Tyre  EconomyLtd.TehHALfwiy  1 634 

GOSPORT 

Outfield  Motors  Ltd. 

Tyresoles  (South  Hants)  Services. 
Forton  Road.  Tel: Gosport  89205 


GODALMING 

Outfield  Motors  Ltd.  Tel:  1014/S 
GRANTHAM  North  Road  Tyresoles 
(Services)  Ltd.  Tel :  Great  Ponton  251/2 

GRAYS 

Grays  Tyresoles  Works.  Tel:  Tilbury  4466 
HULL 

K.P.  Tyre  Services  Ltd.  Tel :  Hull  32350 

IPSWICH 

Bussey  &  Sabberton  Bros.  Ltd.  Tel:  41 10 

LEEDS 

Tyresoles  Depot  (Leeds)  Ltd.  Tel:  2923 1  /2 
LIVERPOOL  Sandon  Motor  & 
Engineering  Co.  Ltd.  Tel :  Royal  3027 

LONDON 

Tyresoles  Ltd.  Tel :  Wembley  1222 

LYDNEY 

Watu  (Factors)  Ltd.  Tel :  Lydney  208 

MANCHESTER 

Tyresoles  Ltd.  Tel :  Heaton  Moor  3222 

NEATH 

l^atts  (Factors)  Ltd.  Tal :  Skewen  2181 


•  ASSURED  MARGIN 
OF  PROFIT 

Do  not  forget  that  the  increased 
saving  offered  by  “TYRESOLES” 
is  a  definite  sales  aid  and  gives 
you,  the  trader,  an  ASSURED 
fMRCIN  OF  PROFIT. 


NEWCASTLE 

Galas  Motor  &  Engineering  Co.  Ltd. 

Tal :  Newcastle  35010 
NEWTON  ABBOT 
Newton  Service  (Devon)  Ltd. 

Tel ;  Newton  Abbot  223 
NORWICH 

Bussey  E  Sabberton  Bros.  Ltd. 

Tel :  Norwich  24144 
NOTTINGHAM 
).  H.  Booth  (Tyresoles)  Ltd.  Tel:  77871/2 

SHEFFIELD 

Kennings  Ltd.  Tel :  Sheffield  26451 

STOKE-ON-TRBNT 

The  Harris  Motor  Co.  Ltd.  Tel:  842 1 5/6 

SWINDON 

Hills  Tyre  Services  Ltd.  Tel:  221 1 
WELLINGBOROUGH 
Tyresoles  Services  (E.M.)  Ltd. 

Tel :  Wellingborough  221 1  (4  lines) 
WEST  HARTLEPOOL 
Gales  Motor  &  Engineering  Co.  Ltd. 
Tel :  Hartlepools  2136  (2  lines) 


TyresoieS 


TYRESOLES  LIMITED  •  WEMBLEY  •  MIDDX. 

Telephona  WEMblay  1222  (10  lines) 


February  16.  1952 
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HIRE-P.  “RECOURSE”  AGREEMENT  IN  DISPUTE 

FINANCE  CO.  WIN  CLAIM  FOR  DAMAGES 


LI.\BIiJTV  DEMKD 

IN  the  Queen’s  Bench  Division  Mr.  Justice 
Sellers  gave  judgment  In  favour  of 
Reliance  Car  Facilities,  Ltd.,  of  Hall 
Lane,  Chlngford,  who  had  sued  Rodlng 
Motors,  of  Woodford  Avenue.  Ilford,  for 
£323  3s.  in  respect  of  a  Dodge  Chrysler 
utility  van,  which  was  claimed  to  be  subject 
to  a  "recourse”  agreement.  Defendants 
denied  liability. 

Plaintiffs'  case  was  that  Roding  Motors 
found  a  purchaser  for  the  van,  and  plaintiffs 
gave  hire-purchase  facilities  to  the  buyers, 
an  agreement  being  signed  on  Oct.  16th, 
1948. 

At  about  the  same  time  the  defendants 
entered  into  a  “recourse”  agreement  by 
which  they  undertook,  in  the  event  of  the 
termination  of  the  hiring  agreement,  to 
repossess  the  vehicle  at  plaintiffs’  request, 
and.  at  the  expiration  of  14  days,  to  pur¬ 
chase  the  vehicle  from  plaintiffs  for  the 
balance  then  due  under  the  hiring  agree¬ 
ment. 

INSTAL.MEN'T.S  XOT  PAID 
The  hirers  did  not  pay  the  Instalments 
and  on  July  29th,  1949,  the  plaintiffs  called 
upon  the  defendants  to  fulfil  their  obliga¬ 
tions  under  the  “recourse”  agreement.  This 
the  defendants  declined  to  do,  complaining 
•>f  delay,  and  denying  that  the  hiring  agree¬ 
ment  had  been  terminated,  which  was  a 
condition  precedent  to  their  liability. 

Mr.  Justice  Sellers  held  that  plaintiffs,  by 
their  letter,  had  sufficiently  indicated  their 
intention  to  terminate  the  hiring  agreement. 

He  did  not  accept  the  defendants*  sug¬ 
gestion  that  there  should  be  implied  in  the 
“recourse”  agreement  a  condition  that 
plaintiffs  would  terminate  the  hiring  agree¬ 
ment  without  delay  on  a  substantial 
default  occurring. 

He  held  that  defendants  should  have  re¬ 
possessed  them.selves  of  the  vehicle  as  soon 


as  they  could,  in  which  case  they  might 
liavie  been  able  to  minimise  their  loss. 

Apparently,  at  a  later  date,  the  plaintiffs 
secured  possession  and  (in  a  transaction 
quite  separate  from  the  one  in  the  action) 
.sold  the  vehicle  to  the  defendants  for  £55. 
Credit  must  be  given  for  that  sum  and  he 
accordingly  gave  judgment  for  plaintiffs  for 
£268  3s.  with  costs. 

A  stay  of  execution  was  granted  for  14 
days. 


S.J.C.  FIGHTING  CAR  TAX 

At  the  first  meeting  this  year  of  the 
Standing  Joint  Committee  of  the  motoring 
clubs,  a  wide  range  of  topics  directly  affect¬ 
ing  the  motorist  were  considered.  Among 
the  more  important  were: — 

Taxation. — Upon  hearing  that  the  Chan¬ 
cellor  of  the  Exchequer  has  been  informed 
of  the  increasing  volume  of  protest  against 
the  unjust  dual  system  of  car  taxation,  the 
committee  decided  to  present  a  strong  case 
to  the  Government,  with  a  view  to  remov¬ 
ing  the  present  illogical  and  discriminative 
methods  of  taxation. 

Road  policy. — It  was  decided  to  furnish 
the  Minister  of  Transport  with  further 
factual  evidence  of  the  damage  caused  to 
the  nation’s  economy  by  the  present  road 
system,  with  proof  of  the  growing  extent 
to  which  accidents  were  repeatedly  caused 
by  known  defects. 


BELGIAN  TRADE’S  SYMPATHY 

Following  the  death  of  H.M.  King  George, 
the  British  Motor  Trade  Association  received 
this  telegram  from  the  Federation  des 
Garaglstes  de  Belgique: — 

“Have  learned  with  deepest  sorrow  great 
affliction  of  our  English  friends.  Kindly 
accept  our  sincerest  condolences.” 
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MOTOR  INDUSTRY’S  NEWS 


NOniNGHAM  M.A.A.  DINNER 

FIRST  SINCE  THE  WAR 

First  post-war  dinner  of  the  Nottingham 
Section  of  the  East  Midland  Division  Motor 
Agents’  Association  was  held  at  Nottingham, 
following  the  section’s  annual  meeting. 

Council  Delegate  A.  Neville,  who  pro¬ 
posed  “The  Nottingham  Section,”  said  that 
despite  the  many  difficulties  they  had 
succeeded  in  keeping  the  trade  as  a  trade 
and  they  had  an  association  to  which  most 
people  would  be  proud  to  belong. 

He  recalled  that  two  of  their  members 
had  been  Lords  Mayor  of  the  city.  They 
were  .Aid.  F.  .Alitcliell  and  the  late  Sir  Albert 
Atkey. 

Responding,  Vice-Chairman  R.  S.  Beard 
mentioned  the  lack  of  new-car  business, 
and  said  it  had  been  proposed  they  changed 
their  name  to  imply  the  resurrection  of 
scrao  vehicles.  How  much  longer  this  state 
of  affairs  would  continue  he  did  not  know. 
He  kept  giving  it  two  or  three  years,  but 
they  still  kept  patching  along.  Some  time  a 
Government  might  look  on  the  motor  car 
as  an  Important  part  of  their  lives  and  give 
it  the  consideration  it  merited. 

Past  Chairman  .1.  R.  Sylvester  proposed  a 
toast  to  the  guests,  and  advised  yoimger 
members  to  see  the  fun  in  basiness. 
Responses  were  made  by  R.  M.  Finch 
I  Nottingham  City  Engineer)  and  R.  A.  Kidd 
(Notts  County  Surveyor). 

E.  Durham,  President  of  Nottingham 
Rotary  Club  touched  on  production 
methods  in  Canada  and  the  U.S.A.  The 
keynote  over  there,  he  said,  was  service.  If 
you  took  your  car  to  a  filling  station  there, 
before  you  knew  It.  tyres  were  blown  up, 
screens  wiped,  tank  tilled  with  petrol  and 
crankcase  topped  up.  whetlier  you  a.sked 
for  it  or  not. 

Chairman  II.  Cave  complimented  Divl- 
.sional  Secretary  J.  C.  Daniels  on  the  success 
of  the  dinner,  which  he  hoped  would  now 
become  an  annual  event. 

- ♦ - 

Chamberlain  Industries,  Ltd.,  the  indus¬ 
trial  building  contractors  and  general 
engineers  of  Staffa  Road.  Leyton,  London. 
E.IO,  have  appointed  L.  B.  Smith  as  Manager 
of  their  Building  Division.  Mr.  Smith  Joined 
the  company  in  1934,  and  latterly  ne  has 
been  personal  assistant  to  L.  F.  Chamber- 
lain.  Director  of  Building  Contracts. 


S.M.T.A.  INTERIM  PRESIDENT 

G.  M.  GOl'DIE  TO  .ACT  UNTIL  41’NE 

Immediate  Past  President  G.  .M.  Goudie 
has  agreed  to  act  as  Interim  President  of 
the  Scottish  Motor  Trade  Association  until 
the  annual  general  meeting  in  June,  1962, 
following  the  recent  unfortunate  deaths  of 
President  R.  R.  Stalker  and  Vice-President 
Ion  Balfour. 

At  a  meeting  of  the  council  on  February 
7th  representatives  were  also  appointed  to 
the  London  councils  and  committees  on 
which  vacancies  have  resulted  in  conse¬ 
quence  of  the  deaths. 

The  late  President  and  the  late  Vice- 
President  were,  respectively,  representative 
and  deputy-representative  on  the  Joint 
Committee  of  Vehicle  Manufacturers  and 
Retailers.  The  council  appreciated  that,  on 
this  particular  committee,  experience  was 
of  very  considerable  value  and  in  view  of 
their  having  given  previous  service  to  the 
Joint  Committee,  Robert  .Anderson  (Newton 
Mearns)  and  S.  J.  Ilutcbeson  (Glasgow) 
were  unanimously  appointed  as  representa¬ 
tive  and  deputy-representative  respectively. 

George  Valentine  will  continue  as  repre¬ 
sentative  on  the  B.M.T.A.  Council  with  I.  G. 
Macknlght  as  his  deputy  in  place  of  the 
late  Mr.  Balfour. 

In  view  of  the  short  period  which  has 
to  elapse  before  the  (  lection  of  the  S.M.M.T. 
Coimcll  for  1952-53,  it  was  decided 
not  to  make  a  fresh  appointment  on  that 
body  to  fill  the  vacancy  caused  by  Mr. 
Stalker’s  death. 

Tribute  was  paid  to  the  late  office-bearers 
and  to  Douglas  H.  Hunter,  a  member  of 
the  Committee  of  the  Inverness  Centre  for 
many  years,  whose  sudden  death  was  an¬ 
nounced  on  February  7th. 

- 4 - 

CARY’S  NEW  CANTEEN 

When  William  E.  Cary,  Ltd.,  opened  a  new 
modern  canteen  at  their  Red  Bank  factory, 
Manchester,  recently.  Governing  Director 
C.  AVIlllam  E.  Cary  announced  that  it  would 
be  known  as  the  “Charles  E.  Cary  Memorial 
Hall,”  in  memory  of  his  father. 

Mr.  Cary  said  that  the  welfare  of  their 
workers  could  be  dated  back  to  the  first 
world  war  when  his  father  decided  to  open 
a  canteen.  In  1916  he  bought  a  collection 
of  wooden  buildings  to  use  as  a’  temporary 
canteen,  but  these  had  remained  as  such 
until  the  present  time. 


February  16,  1962 
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THANKS  FOR  SERVICE. — At  the  firm’s  dinner  and  danre  recently,  the  directors 
of  Rossleigh,  Ltd.,  Edinburgh,  presented  silver  salvers  to  four  members  of  the 
staff  who  have  each  completed  «Her  -10  years’  service  with  the  organisation.  L.  to 
r.:  Joint  Managing  Directors  C.  E.  \V.  and  W.  L.  Sleigh,  A.  Copland  (Edinburgh), 
J.  Strachan  (Newcastle),  .A.  Neilson  (Edinburgh),  and  4.  Rennie  (.Aberdeen). 


GOODYEAR  IN  BELFAST 

NEW  DEPOT  OPENED 

Development  of  business  in  Northern  Ire¬ 
land  led  to  the  opening  of  a  new  Goodyear 
depot  with  Improved  warehoase  facilities  In 
Belfast  last  week. 

The  new  Goodyear  North  Ireland  head¬ 
quarters  at  149-155.  Victoria  Street,  has 
been  designed  as  a  tyre  depot.  It  will  pro¬ 
vide  considerable  Improved  service  facilities 
for  the  Irish  motor  trade. 

Goodyear  opened  their  Belfast  head¬ 
quarters  at  May  Street.  Belfast.  20  years 
ago. 

W.  Dickson  and  F.  McCulloch  will  con¬ 
tinue  to  handle  sales  contacts  from  this 
depot,  and  O.  O.  Martin  remains  office  man¬ 
ager  In  charge  of  office  facilities. 

— - - 4 - 

NEWARK  M.A.A.  DINNER 

Newark  Sub-Section  of  Nottingham  Sec¬ 
tion  of  the  East  Midland  Division  M.A.A. 
held  their  annual  dinner  at  Newark  recently, 
under  the  chairman.shlp  of  II.  <J.  Healey 
(Healey  and  Son),  who  welcomed  the  guest-s. 

Chief  guest  was  Divisional  Secretary  4.  C. 
Daniels,  who  .spoke  on  the  work  of  tlie 
M.A.A.  Others  present  included  D.  (iels- 
Ihorpe  (Pratt  luid  Gel.sthorpe ) .  a  member 
since  1919.  Vice-Chairman  s.  4.  Harrison 
I  Harrison  Motors),  E.  .Ashton  (Brooks 
Motors)  and  4.  G.  H.  I.,ester,  who  as  Hon. 
Secretary  carried  out  the  arrangements. 


HINCHLIFFE  RETURNS  HOME 

“NO  TROl  BLE”  ON  RECORD  Rl  N 

Managing  Director  G.  C.  Hinchliffe  and 
Sales  Director  James  Hiilman,  of  A.B.C. 
Garages  (Bradford),  Ltd.,  returned  to 
Southampton  last  week  In  the  liner  Carnar¬ 
von  Castle  after  their  record-breaking  run 
from  London  to  Capetown  In  21  days,  19 
hours,  45  minutes. 

On  arrival,  Mr.  Hinchliffe  said  of  his  Hill¬ 
man  Minx:  “We  luid  no  meehanleal  trouble 
and  only  three  piinetiires.  The  engine  oil 
was  changed  three  times  and  we  used  a 
gallon  of  oil  altogether. 

“Apart  from  two  nights  In  bed  In  Africa 
because  we  were  advised  It  was  unsafe  to 
travel  In  darkness  we  drove  more  or  less 
continuously  the  whole  time.  Dur  average 
fbr  the  trip  was  470  miles  a  day  and  on  one 
day  in  .Alri*-}|  we  travelled  680  miles. 

“This  will  greatly  increase  the  popularity 
of  British  cars,  particularly  the  small  type, 
in  Africa.’’ 

The  car  was  not  a  new  one.  It  had 
travelled  12,000  miles  before  leaving 
England.  Tyres  were  John  Bull,  fitted  from 
AB.C.  Garage.s’  own  .stock. 

-  - 4>- 

Wilks.  >lackie  ami  Co..  I.td.,  have  changed 
the  name  of  their  company  to  the  .Marauder 
Car  Co..  I.td.,  and  are  now  operating  exclu¬ 
sively  from  their  new  premises  at  Common 
Lane,  Kenilworth.  Telephone:  973. 
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COMMER  INCREASE  PRICES 

EFFECTIVE  FROM  FEBRUARY  11th 
Commer  Cars,  Ltd.,  have  Issued  the 
following  Increased  prices  of  Commer  and 
Karrier  commercial  vehicles  with  effect 
from  February  11th: — 


COMMER 

Basic  Price 
£ 

Express  delivery  van  . .  440 

25-cwt.  f/c.  chas.sls  . .  440 

25-cwt.  f/c.  dropslder  , .  564 

25-cwt.  sup.  cap.  van  . .  650 


L.P.  +  P-tax 
£  s.  d. 
510  0  9 
553  18  5 
677  18  5 
763  18  5 


Superpoise 


25-cwt.  chassis 
25-cwt.  van 
2/3-t.  cha-ssls  10ft.  21n. 
w.b. 

2/3-t.  chassis  12ft.  llln. 
w.b. 

2/3-t.  dropslder  . . 

3/4-t.  chassis  10ft.  21n. 

w.b.  (petrol)  .. 

3/4-t.  chassis  10ft.  21n. 

w.b.  (diesel)  . . 

3/4-t.  chassis  12ft.  llln. 

w.b.  (petrol)  ..  '  .. 

3/4-t.  chassis  12ft.  llln.~ 
w.b.  (diesel)  .. 

3/4-t.  d.s.  (petrol) 

3/4-t.  d.s.  (diesel) 

5-t.  chassis  13ft.  llln. 

w.b.  (petrol)  .. 

5-t.  cha.ssls  13ft.  llln. 

w.b.  (dle.sel)  . . 

5-t.  d.s.  (petrol) 

5-t.  d.s.  (dle.sel) 

5-t.  cha-ssls  lift.  81n. 

w.b.  (petrol)  .. 

5-t.  chas.sls  lift.  81n. 


430 

635 

605 

615 

735 

650 

050 

650 

960 

788 

1,068 

750 

1.050 

903 

1.203 

750 


540 

745 


16  2 
16  2 


763  7  4 


776 

896 

819 

1,202 

832 

1.215 

960 

1,343 


2  11 
2  11 

10  4 

17  0 

5  11 

12  7 
5  11 
12  7 


945  8  6 


1.328 

1.098 

1,481 

945 


15  2 
8  6 
15  2 

8  6 


w.b.  (diesel)  .. 

1,050 

1,328 

15 

2 

5-t.  hyd.  end  tip. (petrol) 

985 

1.180 

8 

6 

5-t.  hyd.  end  tip. (diesel) 

1,285 

1,563 

15 

2 

Other  Models 

5-t.  f/c.  chassis  lift.  91n. 

w.b. 

880 

1,110 

14 

0 

5-t.  f/c.  dropslder 

6i/7-t,  f/c.  chs.  9ft.  71n. 

1,075 

1,305 

L4 

0 

w.b. 

939 

1.184 

6 

11 

6J/7-t.  tipper  . . 

7-t.  f/c.  cha-ssls  lift.  91n. 

1,271 

1,516 

6 

11 

w.b. 

930 

1.172 

16 

10 

7-t.  f/c.  dropslder 

7-t.  f/c.  chassis  13ft.  61n. 

1,125 

1,367 

16 

10 

w.b. 

935 

1,179 

4 

8 

7-t.  f/c.  platform 

7-t.  f/c.  drop.slder 

1,200 

1,135 

1.444 

1.379 

4 

4 

8 

8 

Fire  tender  chassis  . . 

1,060 

1.336 

19 

5 

Fire  pump  cha-ssls 

1,216 

1.544 

19 

5 

Avenger  pass.  cha.ssls  . , 

1,010 

1.275 

16 

5 

Prices  have  also  Increased  In  the  various 
types  of  Commer  slx-wheelers. 


K.VRRIER 


Bantam  ‘2-t.  cha.s.si.s  . . 

545 

687 

13 

0 

Cha.s.sls  and  cab 

635 

777 

13 

0 

Platform  lorry  . . 

680 

822 

13 

0 

UK3  3/4-t.  cha-ssls 

680 

858 

15 

11 

Chassis  and  cab 

4/5-t.  Mechanical  Horse 

759 

937 

15 

11 

tractor 

665 

809 

0 

9 

Ambulance  chassis 

495 

628 

2 

2 

WAKEHELD  WIN  INJUNCTION 

OTHER  OIL  SOLD  AS  CASTROL 

In  an  action  Instituted  by  C.  C.  Wakefield 
and  Co.,  Ltd.,  against  Sidney  George  Rye,  of 
Hale  Garage,  16.  Hale  Road,  MUl  Hill,  N.W.7, 
Mr.  Justice  Valsey,  In  the  Chancery  Division 
of  the  High  Court  of  Justice,  on  February 
8th,  made  an  order  by  consent  perpetually 
restraining  the  defendant  by  himself,  his 
servants  or  agents  or  otherwise  from  offering 
for  sale  or  selling  In  response  to  orders  for 
Castrol,  or  under  the  name  Castrol,  oil  not 
of  the  plaintiff’s  manufacture  or  merchan¬ 
dise  and  from.  In  any  other  way,  passing  off 
such  oil  as,  or  for,  the  oil  of  the  plaintiff’s 
company. 

The  defendant  was  ordered  to  pay  the 
costs  of  the  action. 


- > - 

BRISTOL  DIRECTORATE 

sir  O.  Stanley  White,  Bt.,  who  has  been 
Managing  Director  of  the  Bristol  Aeroplane 
Co.,  Ltd.,  and  of  Its  predecessor  In  title,  the 
British  and  Colonial  Aeroplane  Co.,  Ltd., 
for  the  past  41  years,  has  relinquished  his 
position  and  has  been  appointed  Deputy 
Chairman  of  the  company. 

W.  R.  Verdon  Smith  and  George  S.  M. 
Wliite,  hitherto  Assistant  Managing  Direc¬ 
tors,  have  been  appointed  Managing 
Directors. 


- 4, - 

S.  WEST  M.A.A.  OFFICERS 

South-Western  Division  of  the  Motor 
Agents’  Association  have  elected  the  follow¬ 
ing  officers  for  the  ensuing  year: — 

Chairman,  E.  11.  Stirkland  (Gillingham, 
Dorset).  Vice-Chairman,  F,  H.  Beer  (Taun¬ 
ton).  Council  delegates,  E.  11.  Stickland 
and  A.  G.  Wall  (Bridgwater).  Deputies. 
I>.  Seaton  (Yeovil),  and  A.  T.  Bennett 
(Taunton).  Motor  cycle  delegate,  A.  G.  Wall, 
deputy  G,  Bradbeer  (Minehead). 

- 4 - 

The  death  occurred  on  February  8th  at 
his  home  In  Guildford  of  Harold  Johnson, 
who,  at  the  time  of  his  retirement  in  1933, 
was  London  Manager  for  Joseph  Lucas,  Ltd. 
Mr.  Johnson,  who  was  85,  was  In  his  yoting 
days  one  of  the  pioneers  of  cycling  in  this 
country. 
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BRISTOL  EXPLOSION  INQUEST  |  AUSTIN-MORRIS  RUMOURS 

“INSUFFICIENT  PRECAUTIONS 
DI  RINO  FILLING” 

Verdicts  of  misadventure  in  each  case 
were  recorded  at  the  resumed  inquest  on 
the  eleven  victims  of  the  Bristol  garage  ex¬ 
plosion  on  November  24th. 

The  Jury  added  a  rider  that  insufficient 
precautions  were  taken  during  the  filling 
of  the  underground  petrol  tanks. 

Major  John  Crawford,  Home  Office  Inspec¬ 
tor  of  Explosives,  said  that  the  most  prob¬ 
able  cause  of  the  explosion  was  an  overflow 
through  the  dip  cap  pipe  of  one  of  the 
tanks. 

“I  visualise  the  petrol  coming  out  of  the 
pipe  and  probably  reaching  the  ceiling  of 
the  cellar  and  then  vaporising,  and  of  the 
vapour  flowing  towEuds  the  stove  in  the 
adjacent  cellar,  where  it  was  ignited  and 
fia.shed  back,”  he  said. 


589  NEW  MOTOR  COMPANIES 

No  fewer  than  589  motor  companies  were 
registered  during  1951,  585  of  them  being 
private  companies,  and  four  public,  and 
their  combined  capitals  totalled  £2,444,506. 

These  facts  are  given  in  a  survey  by 
Jordan  and  Sons,  Ltd.,  the  company  registra¬ 
tion  agents,  of  116,  chancery  Lane,  London, 
W.C.2,  who  also  show  that  23  private  oil 
companies  were  registered  with  a  total 
capital  of  £67,200,  and  30  rubber  companies 
with  capital  of  £177,650. 

Among  “Millionaire  companies”  is  men¬ 
tioned  the  British  Oxygen  Engineering,  a 
private  company  with  a  capital  of  £2,000,000, 
and  among  other  companies  with  nominal 
capitals  of  £100,000  or  over  Is  Self-Changing 
Gears,  Ltd. 


W.L.M.T.A.  SILVER  JUBILEE 

DINN’ER-DANCE  ON  .MARCH  25tli 

West  London  Motor  Traders’  A.ssoclation 
have  refixed  the  date  of  their  Silver  Jubilee 
dinner-dance  for  Tuesday,  March  25th, 
in  the  Great  Room,  Grosvenor  House,  Park 
Lane,  London,  W.l. 

Tickets  issued  for  February  15th,  the 
original  date  of  the  function,  which  was 
postponed  owing  to  the  late  King’s  funeral, 
will  be  valid  for  the  rearranged  date. 

Members  are  asked  to  advise  the  hon. 
Secretary,  R.  T.  Kitchen,  W.L.M.T.A.,  17, 
Pindock  Mews,  London,  W.9,  as  quickly  as 
possible  whether  they 
are  attending  or 

the  latter  case 
to  return  the  tickets 
to  him,  when  a  re- 


PARAGON  GROUP.— 
Personalities  at  the 
Paragon  (Hull)  Motor 
Co’s  dance,  reported 
in  last  week’s  issue, 
are  pictured  here. 
L.  to  r.t  Paragon  Man¬ 
aging  Director  H.  U. 
Wells,  General  Sales 
Manager  A.  F.  Organ 
of  the  Nuffield  Organ¬ 
isation,  Mrs.  Wells, 
.Mrs.  Organ,  Paragon 


\ 
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PERSONAL  ITEMS 


The  sudden  death  took  place  on  February 
6th  of  Itoiisliis  II.  lliiuter.  Manager  of  the 
Inverness-  branch  of  Rosslelgh.  I,td..  motor 
engineers,  of  Edinburgh. 

Champion  Sparking  Plug  Co..  Ltd.,  have 
appointed  George  Coles  as  Works  Manager, 
and  Maiiric'e  Ileal.v  as  District  Sales 
Manager  for  Bris¬ 
tol,  Wales  and 
Northern  Ireland. 


C.  fyeiii  who  has 
recently  been  ap¬ 
pointed  Assistant 
Divisional  .Manager 
of  the  Midland 
Division  of  the 
Goodyear  Tyre  and 
Rubber  Co. 


Pirelli,  Ltd.,  an¬ 
nounce  that  their 
-•  Tyre  Sales  Engin¬ 
eer,  .M.  F.  Norbury, 
has  been  assigned  special  duties,  and  his 
activltes  will  extend  through  the  country. 

J.  Beaumont  and  Son,  Ltd.,  of  Newcastle- 
on-Tyne.  have  appointed  C.  R.  Moffett  as 
Sales  Manager  of 
their  motor  de¬ 
partment.  Before 
his  present  ap¬ 
pointment,  M  r . 

Moffett  was  a  re¬ 
presentative  in  the 
northern  area  for 
Kerry’s  (Great  Bri¬ 
tain),  Ltd.,  and 
Tlmson  Brothers, 

Ltd.,  respectively. 

C.  .\.  Cook  of 
Dunlop's  £  d  i  n  - 
burgh  depot  has 
been  appointed 
Manager  of  their 
commercial  vehicle 
tyre  division.  He 

is  succeeded  by  G.  s.  >IeGreg«»r  as  road 
transport  representative  at  the  Edinburgh 
depot. 


C.  R.  Moffett. 


::  ::  It  Costs  More. — ^The  price  of  the 
publication  "Modern  Coach  and  Motor  Trim¬ 
ming.’’  is  lOs.  6d..  post  free  10s.  lOd.,  and  not 
10s.  4d'..  post  free,  as  was  mentioned  in  a 
recen't  issue. 


ROOTES’  CARS  DEARER 

III  T  NOT  EXTENT  OF  INCREASED  COSTS 
The  Rootes  Group  announce  the  following 


Increases  in  the  prices  of  their  cars: — 


New  Basic 

Purchase 

Increase  Ibrlce 

Tax 

llillmuii 

£ 

£ 

£ 

s. 

d. 

Minx  saloon  . . 

20 

470 

262 

12 

3 

Minx  coupe  . . 

10 

540 

301 

10 

0 

Estate  car 

20 

540 

301 

10 

0 

Sunbeam-Talbot 

"90” 

Sports  saloon . . 

20 

865 

482 

I 

1 

Sports  coupe  . . 

No  change 

Humber 

Hawk  saloon  . . 

30 

725 

404 

5 

7 

Super  Snipe  sal. 
Pullman  Limou¬ 

50 

1,046 

582 

1 

1 

sine  and  Im¬ 
perial  .saloon 

50 

1,600 

890 

7 

9 

"The  many  lncrea.ses  in  material  and 


labour  costs  and  the  cuts  in  production  due 
to  steel  shortages,  have  made  some  price 
Increases  inevitable,”  it  is  explained. 

"The  Group,  however,  has  not  passed  the 
whole  of  these  charges  on  to  the  public 
either  at  home  or  overseas,  as  it  feels  that 
it  is  essential  that  all  should  do  their  best 
to  combat  the  present  trend  of  Increased 
prices.” 


- 4 - 

ITALIAN  MOTOR  OUTPUT 

Italy  built  146.553  cars  during  1951,  of 
which  32,250  were  exported,  according  to 
the  Italian  Automobile  Association.  The 
year’s  output  showed  a  i:i.8  per  cent,  in¬ 
crease  over  1950,  when  ri7,847  cars  were 
built. 

The  principal  importing  countries  and  the 
number  of  Italian  cars  they  took  during 
1951  were:  Germany,  6,157;  Switzerland, 
3.260;  Austria.  3.105;  Australia.  2.561; 
Sweden.  2.556;  Brazil,  1.456;  Indonesia, 
1,377;  Siam.  1.109;  and  Belgium.  1.100.— 
B.U.P. 


AUSTIN  EXPORT  EXECUTIVES 

J.  W.  Bache  has  become  Director  and 
Sales  Manager  of  the  Austin  Motor  Export 
Corporation.  H.  Thompson  has  been 
appointed  Commercial  Superintendent,  and 
F.  Tucker  Shipping  Superintendent,  while 
R.  W.  Ammonds  takes  over  the  position  of 
Assistant  Sales  Manager. 

These  appointments  become  effective  on 
January  28th,  consequent  upon  the  resigna¬ 
tions  of  A.  O.  Tookey  and  K.  R.  Hougham 
to  take  over  positions  elsewhere. 
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Motor  car  assembly  —  pit  beneath  assembly  line  for  under-chassis  work 


Better  lighting  meons  fewer  errors 


REJECTS  CAN  BE  EXPENSIVE  in  line  production,  and 
poor  lighting  is  a  main  cause  of  faulty  work.  The 
better  your  lighting,  the  better  the  job  people  can  do, 
and  the  fewer  errors  they  will  make.  With  the  latest 
type  of  fluorescent  lighting,  you  not  only  save  power 
and  money,  but  you  get  better  light— and  more  of  it. 
By  installing  better  lighting  you  can  get  better  and 
faster  work,  and  use  the  available  electricity  more 
efficiently. 


WHERE  TO  GET  MORE  INFORMATION 
Your  Electricity  Board  will  be  glad  to  help 
you  to  get  the  utmost  value  from  the  avail* 
able  power  supply.  They  can  advise  you 
on  ways  to  increase  production  by  using 
Electricity  to  greater  advantage— on 
methods  which  may  save  time  and  money, 
nuterials  and  coal,  and  help  to  reduce  load 
shedding.  Ask  your  Electricity  Board  for 
advice :  it  is  at  your  disposal  at  any  time. 


Electricity  for  PROPUCTIVITK 

Issued  by  the  British  Electrical  Development  Association 
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MOTOR  AGENTS’  ASSOCIATION 

Feb.  21st.  —  West  Wales  Division 
annual  dinner.  Mackworth  Hotel. 
Swansea. 

Feb.  22nd.  —  East  Wales  Division 
annual  dinner,  Park  Hotel,  Park 
Place.  Cardifl. 

Feb.  29tl>. — Bradford  Section  annual 
dinner.  Midland  Hotel.  Bradford. 

Feb.  26th.  —  Worcs  .Section  annual 
dinner.  7  p.m.  for  7.30  p.m..  Raven 
Hotel.  Droltwich. 

.>Iar.  6th.  —  Bromley  and  District 
Section  annual  dinner-dance.  7  p.m.. 
the  Greyhound.  High  Street.  Croydon. 

.Mar.  6th. — Hants  and  South  Wilts 
Division  luncheon.  12.45  p.m.  for  1.15 
p.m.,  and  dinner-dance,  7.15  p.m.  for 
7.45  p.m..  Polygon  Hotel,  Southamp¬ 
ton. 

INSTITUTE  OF  THE  MOTOR 
INDUSTRY 

Feb.  19th. — London  dinner  meeting. 
6.30  p.m.  for  7  p.m:,  Windsor  Castle. 
Vauxhall  Bridge  Road.  S.W.l. 

Feb.  19th.  —  Cambridge  Region 
annual  ladies’  and  guest  night.  7.15 
p.m.  for  7.30  p.m.,  Dorothy  Cafe.  Cam¬ 
bridge. 

Feb.  28th. — Glasgow  Region  lecture¬ 
meeting,  7.30  p.m..  Institute  of 

Engineers  and  Shipbuilders  of  Scot¬ 
land.  39.  Elmbank  Crescent,  Glasgow, 
C.2.  Talk  on  “Detection  of  Crime 
and  Traffic  Control  by  Radio  Car.” 
by  Chief  Inspector  Cooper,  Glasgow 
Police. 


OLYMPIA  CAR  AUCTIONS 

First  of  a  series  of  used-car  auction  sales 
to  be  held  at  Olympia,  London,  by  J.  Trevor 
and  Sons,  58,  Grosvenor  Street,  London,  W.l, 
took  place  on  Tuesday  and  Wednesday  of 
last  week. 

On  the  first  day,  cars  valued  at  £40,000 
were  sold,  and  on  the  second  day  the  total 
reached  was  £70,000,  in  spite  of  the  tem¬ 
porary  suspension  of  selling  on  receipt  of 
the  news  of  the  death  of  His  Majesty. 

Private  and  trade  sellers  were  represented 
in  about  equal  proportions,  the  trade- 
entered  cars  selling  more  readily  owing  to 
the  more  reasonable  reserves  placed  upon 
them. 

The  next  auction  at  Olympia  will  take 
place  in  May  and  will  be  followed  by  others 
in  June  and  July,  with  a  special  auction  in 
October  to  coincide  with  the  motor  show. 
At  present  held  in  the  Empire  Hall,  the 
auctions  may  be  transferred  to  the  larger 
Grand  Hall,  should  future  sales  warrant  this 
step. 


REST  OF  THE  NEWS 

::  ::  LightIng-up  Times  (Greenwich): 
Saturday,  February  16th,  5.45  p.m.  Satur¬ 
day,  February  23rd,  5..58  p.m. 

::  ::  Ipswich  Service  Week.  —  Egertons 
(Ipswich),  Ltd.,  of  If>swlch,  are  holding  a 
Nuffield  service  week  for  Wolseley,  Riley 
and  M.G.  owners,  during  the  week  beginning 
February  25th. 

::  I.M.I.  .\nnual  Dinner. — The  Institute 

of  the  Motor  Industry,  Inc.,  are  holding 
their  annual  dinner  at  6.30  p.m.  for  7  p.m., 
on  Thursday,  April  3rd,  at  the  Dorchester 
Hotel,  Park  Lane,  London.  W.l. 

::  ::  Stowmarket  Staff  Party.  —  Members 
of  the  staff  of  E.  R.  Howard.  Ltd.,  makers 
of  Autobrite  car  polish,  held  their  turn- 
of-the-year  party  at  Stowmarket,  when 
Managing  Director  A.  S.  J.  Painter  acted  as 
M.C.  Presents  brought  by  the  guests  for 
a  Christmas  tree  in  the  hall  were  afterwards 
distributed  among  the  poor  children  of 
Stowmarket. 

::  ::  Surplus  VclUcle  Sale. — There  will  be 
an  auction  of  Government  surplus  vehicles 
now  lying  at  No.  41  “A”  Vehicle  Depot. 
R.A.O.C.,  Burn,  near  Selby,  Yorks,  on  Feb¬ 
ruary  22nd.  at  the  premises  of  the 
auctioneers,  Hepper  and  Sons,  Hepper 
House.  17a,  Ea.st  Parade,  Leeds.  Tel.,  Leeds 
31241. 

::  ::  N'.V.S.  Ambulance  Cliassis. — The  re¬ 
vised  price  of  the  Morris  Commercial  N.V.S. 
ambulance  chassis  is  £645,  plus  £168  10s. 
2d.  p-tax.  making  a  total  of  £813  10s.  2d.,  and 
not  £818  10s.  2d.  as  given  in  a  recent  issue. 

::  Institute  of  Petroleum  Dinner. — ^The 
annual  dinner  of  the  Institute  of  Petrolevun 
will  be  held  at  6.45  p.m.  for  7.30  p.m.  on 
February  27th  at  Grasvenor  House,  Park 
Lane,  London,  W.l. 

::  ::  Nuffield  Record. — ^Exports  of  Nuffield 
vehicles  in  a  recent  week  were  at  the  rate 
of  more  than  one  each  working  minute.  A 
record  weekly  total  of  2,966  was  dispatched 
to  a  value  well  exceeding  one  million 
pounds.  The  shipments  Involved  the  use  of 
20  export  special  trains,  road  convoys  and 
275  lorries. 

::  ::  Tyre  Trade  Register.  —  Supplement 
No.  4.  dated  January,  1952,  to  the  Tyre 
Trade  Register,  has  been  issued  by  the 
Tyre  Manufacturers’  Conference. 
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FULL  TRADE  TERMS  FROM  YOUR  MAIN  DISTRIBUTOR 


PARR  EQUIPMENT  CO.  LTD. 

20  Avonmore  Road.  W.I4.  Phone:  FULham  421 


BIRMINGHAM  MARLER  AND  PARTRIDGE  LTD. 

Foxhollies  Road,  Acocks  Green.  Phone:  ACO  0901 
MANCHESTER  BRACEGIRDLE  MOTORS  LTD. 

Brooks’s  Bar,  M/C  16.  Phone:  Moss  Side  2245/6 
NOTTINGHAM  DICKENS  (SHOCK  ABSORBERS)  LTD. 

Bullivant  Street,  Alfred  Street  Central  Phone:  40490 


ARMSTRONG’S  PATENTS  CO.  LTD. 

BEVERLEY,  YORKSHIRE  .  Phone :  Beverley  4I0/5S9 


\  ! 


1 


Illustrated  by  '*  Betts  " 

Labour  must  back  moves  against  dishonesty 


A  twist  in  it 

IT  is  always  a  tonic  to  step  outside 
one’s  own  business  sphere  and  see 
how  the  rest  of  this  funny  old 
world  works. 

I  am,  for  instance,  always  interested 
in  the  earning  capacity  of  the  indi¬ 
vidual  worker,  rather  than  in  his  basic 
rate  of  pay.  The  latter  may  look  quite 
modest,  but  it  is  what  the  job  brings 
home  that  counts. 

Consequently,  for  several  weeks  I 
have  been  well  informed  regarding  the 
earnings  of  a  provincial  dustman, 
whose  basic  pay  was,  at  the  Christmas 
period,  something  under  £6.  Two 
share-outs  of  tips,  however,  brought 
him  an  extra  £15,  plus  perquisites. 
There  is  a  beautiful  shuffle  over  paper¬ 
sorting  whereby,  with  overtime,  of 
course,  the  pound  notes  fairly  roll  in. 

There  is  a  twist  over  time-keeping, 
too,  but  that  I’ll  keep  to  myself;  but 
it  means  an  hour’s  pay  for  no  work. 
I  have  also  observed  the  rate  of  work, 
and  the  neglect  of  detail,  litter  left 
and  so  on. 

Little  short  of  blackmail 
'That  burden  all  falls  on  the  rate¬ 
payers  of  course,  so  I  suppose  it 
doesn’t  really  matter.  Morally,  it  does 
matter,  because  it  indicates  a  state  of 
affairs  little  short  of  blackmail,  in 
which  values  are  utterly  lost. 

Another  inside  slant  concerns  an 
engineering  concern  who  sent  a  fitter 
on  outwork.  He  was  located  some  200  or 
so  miles  away.  This  time  he  was  im- 
lucky  because  he  arranged  to  erect  a 
machine  for  another  customer 
privately,  booking  his  time  on  the  first 
job  (for  which  the  firm  had,  of  course, 
quoted  an  inclusive  charge).  I^ere 
he  came  adrift  is  that  the  first  firm 


I  WRITE  these  notes  as  the  sad 
news  of  the  death  of  His  Majesty 
The  Kins  echoes,  and  a  hiish  and 
depression  falls  upon  those  around 
me.  Born  in  Queen  Victoria’s  days,  I 
well  remember  that  selfsame  hush 
falling  upon  the  land  when  she 
pa.ssed  on. 

Among  a  tumult  of  thought  I  can¬ 
not  help  recollecting  that  the  Brittsh 
motor  industry  was  born  during  the 
reign  of  that  Queen.  Since,  by  dint 
of  hard  and  endless  trials  and  tribu¬ 
lations,  it  has  gone  from  strength  to 
strength. 

During  this  growth,  the  effective 
lead  and  energising  Influence  our 
Royal  Family  has  exercised  upon  the 
Briti.sh  motor  Industry  is  one  of  those 
intangible  things  no  man  can  meas¬ 
ure.  The  older  you  are,  however,  the 
clearer  one  sees  that  background  of 
help.  Indeed,  through  their  visits  to 
many  lands,  including  Common¬ 
wealth  countries,  that  influence  has 
gone  far  beyond  our  island. 

The  cycle  of  events  has  now 
brought  us  once  again  to  a  reigning 
Queen.  A  young  Queen,  born  and 
reared  in  the  age  of  motor  cars. 
Destined,  too,  beyond  all  doubt,  to 
wield  that  same  silent  influence, 
slightly  remoulded  to  the  days  in 
which  she  reigns. 

Looking  back  to  the  early  days  of 
King  Edward  VII’s  reign,  the  motor 
car  was  then  part  of  the  equipment 
of  the  wealthy,  and  many  of  the  more 
luxurious  cars  were  foreign.  In  the 
intervening  years  all  this,  and  much 
more  has  changed.  The  motor  car 
has  become  the  hand-maiden  of  all. 
whilst  flying,  wireless  and  television 
have  all  come  into  their  own. 

Long  live  our  Queen! 
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is  a  PROFITABLE 
selling  line 


Here  is  an  all-metal  petrol  and 
oil  tubing  that  will  stand  any 
amount  of  hard  wear ...  a  tubing 
that  has  a  list  of  selling  points 
that  cannot  fail  to  interest  all 
your  customers. 


*  Freedom  from  the  constant  stretching 
and  compression  that  takes  place  on 
tubing  with  a  solid  continuous  wall 
structure. 


*  Whatever  the  make  of  car,  com- 
mercialvehicleormotor-cycle,there’s 
a  Titeflex  flexible  pipe  to  fit  the  job. 


This  sure-fire  seller  is  backed  by 
extensive  advertising  in  com¬ 
mercial  vehicle,  motor  and 
motor-cycle  papers,  ensuring 
constant  demand.  Order  your 
supplies  TODAY. 


*  Tough  inner  core  brass. 

*  Covered  with  layers  of  round  wire 
metal  braiding. 

*  Four  thicknesses  of  metal  where  the 
most  wear  is  encountered. 


Obtain  supplies  from  your  usual  wholesalers 


TecalemiY 


The  Author/ty  on  Lubrication 
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quite  naturally,  tend  to  kick  himself 
and  cause  a  much  closer  watch  to  be 
kept  on  the  next  stores-wallah. 

Labour  can  resent  supervision  if  it 
likes,  but  it  must  never  forget  that, 
by  trickery  and  dishonesty,  it  invites 
it.  Covering  the  tracks  of  known 
twists  is  common  in  many  shops,  but 
organised  labour  and  the  individual 
would  gain  far  greater  respect  from 
the  public  if  it  took  more  active  steps 
to  stamp  out  the  rot. 

There  is  no  need  to  tell  me  of  the 
honesty  characterising  the  majority  of 
those  employed  in  industry.  Of  course, 
it  does,  and  that  is  exactly  why,  being 
a  strong  majority,  it  should  exert  an 
effective  and  very  active  disapproval 
towards  the  twisting  that  is  un¬ 
doubtedly  going  on. 

None  of  us  ought  to  need  endless 
checking  and  supervision  merely  to 
check  dishonesty.  When  we  do,  then 
it  is  a  very  great  reflection  on  the 
weakness  of  home  influence,  of  leader¬ 
ship,  and  of  education. 

The  sooner  the  honest  ones  in 
industry  wake  up  and  make  themselves 
felt  the  better.  Honesty  remains  the 
best  policy.  Lack  of  it  still  merits  the 
sack,  and  far  more  disapproval  by 
workmates  than  I  fear  it  often  receives. 
Something  wrong  there,  when  “twists” 
are  only  treated  as  a  joke  and  the 
tracks  covered  by  those  who  are 
in  themselves  honest,  though  mis¬ 
guided. 

Let’s  have  less  cheating  all  round. 
From  the  top  of  industry  to  the 
bottom. 


.  .  .  rexariliiiK  the  earnings  of  a 
provineial  dustman. 

rang  up  the  home  factory  to  see  where 
he  was,  and  a  lot  then  came  out. 

The  same  Arm  have  been  stung  by 
several  fitters  who,  knowing  the  in¬ 
stallation  charges  are  borne  by  the 
works,  book  time  not  spent  on  the  job. 

Backsliders  do  it 

I  take  a  dim  view  of  the  sanctimoni¬ 
ous  outlook  of  labour  that  regards 
close  supervision  as  an  Insult.  Most 
Arms  when  they  tighten  up  have  been 
forced  to  it  by  the  backsliders  and 
twisters,  not  because  they  enjoy  em¬ 
ploying  disciplinary  supervisors. 

For  instance,  let  me  quote  from  one 
of  your  own  letters.  It  only  arrived 
yesterday:  “.  .  .  I  have  suffered  from 
a  storekeeper  who  has  gone  (rapidly) 
and  left  a  trail  of  confusion  behind. 
Those  beautifully  organised  stores  you 
saw  being  created!  It  means  weeks  of 
after-hours  toil  to  get  things  back  on 
a  proper  footing.” 

Just  an  everyday  matter,  like  cash 
disappearing.  But  the  writer  of  that 
letter  is  an  old  hand,  thoroughly 
practical  and  with  what  I  would  call 
a  “homely”  organisation.  He  will. 


TROJAN  DIVIDEND 

The  directors  of  Trojan  (Holdings),  Ltd., 
are  recommending  payment  of  a  final  divi¬ 
dend  of  15  per  cent,  actual,  less  tax,  making 
20  per  cent,  actual,  less  tax,  for  the  year 
ended  October  31st,  1951  (same),  payable 
March  27th,  1952.  They  also  annoimce  that 
the  profit  after  providing  lor  taxation 
£26,091  was  £29,232  (£32,451).  Carry  for¬ 
ward  £10,407  (£8,488).  The  profit  of  Trojan, 
Ltd.,  for  the  year  was  £100,146  against 
£149,789.  The  carry  forward,  alter  provid¬ 
ing  for  taxation  £60,021  was  £9,017  against 
£11,347.  Mini-Motor  (Great  Britain),  Ltd., 
had  a  profit  of  £4,102  against  £8,773.  Carry 
forward  after  providing  for  taxation  £3,059 
was  £546  against  £1,234. 


No.  2 

SMITHS  NEW  ALARM 
FACTORY  at  WISHAW 


THE  GUN  &  EVERYTHING  BEHIND  THE  GUN 


Sole  Manufacturert:  AIR  INDUSTRIAL  DEVELOPMENTS  LIMITED,  Aidspniy  Works,  Shenttone, 
Nr.  Lichfield,  Stalls.,  England.  Phone:  Shenstone  341/5*  Grams:  Aidspray,  Shenstone.  LONDON, 
28,  South  Molton  Street,  W.x.  Phone:  Mayfair  6318.  Grams:  Aidspriw,  Wesdo.  MANCHESTER, 
141  Grove  Lane,  Cheadlehulme,  Cheshim.  SCOTTISH  OFFICE:  90  Glasgow  RoatL  Paisley.  Phone: 
Paisley  3175.  BRISTOL,  Little  Court,  C^lden  Valley,  Bitton,  iw.  Bristol.  CANADA:  350  Hillcrcst 
Avenue,  Willowdale,  Toronto.  Phone:  Willowdale  3567. 


A.I.D.  Equipment,  including  water  wash  spray  booths,  pressure  paint 
containers,  and  air  transformers,  etc.,  have  been  installed  at  this  remarkable 
new  factory,  which  has  the  most  up-to-date  flow  methods  of  production  in 
the  world. 

The  economy  and  efficiency  of  spray  painting  falls  right  into  line  with  the 
need  of  industry  to  effect  increased  production  and  saving  of  man  hours,  and 
the  high  quality  finish  attained  with  A.I.D.  Equipment  in  partictilar  is 
appreciated  on  all  sides. 

Air  Industrial  Developments  Ltd.,  cater  for  all  trades.  Whether  your  needs 
are  large  or  small,  do  not  hesitate  to  request  the  services  of  our  technical 
organization. 


Fxbruary  16,  1962 
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A.I.D  FOR  INDUSTRY 
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Motor  Trade  Co:>imercial  Report 


COUNTY  COURT  JUDGMENTS 

'T  HE  returns  given  below  have  been  obtained  from 
the  Registry  of  County  Court  Judgments.  The 
Register  does  not  differentiate  between  actions  for 
damages  and  those  for  debts,  or  otherwise  show  in 
any  case  the  nature  of  the  dispute  which  may  have 
made  reference  to  the  Court  for  its  decision  desir¬ 
able.  Also,  it  is  not  known  whether  the  Judgments 
have  been  satisQed  at  this  date  of  publication,  but 
in  many  in.stances  the  amounts  may  have  i)een 
settled  between  disputants  and  paid.  Further,  the 
persons  sued  may  have  been  acting  for  the  defend¬ 
ants  in  representative  capacities,  and  the  claims 
may  not  have  been  against  them  personally;  alter¬ 
natively,  the  proceedings  may  have  been  personal 
matters  unconnected  with  the  businesses  whose 
addresses  have  been  used. 

N.  Sevan,  12,  .Mielcommon  Site,  Kingstone,  Here- 
fords.  garage  propr.  £1!)  Ss.  Id.  Dee.  .11. 

B.  0.  Briers,  2!),  Glenthorne  Kd.,  K.ll,  garage 
propr.  £12  5s.  Xov.  14. 

Clun  Garage  Co.,  Ltd.,  Clun  Garage,  Clun  Ave., 
Pontyclun,  Glamorgan,  garage  proprs.  £24  11s.  4d. 
Jan.  3. 

D.  Davies  &  Son  (Breehfa  Express  Oarage),  Fel- 
ingwn,  Carmarthenshire,  garage  proprs.  £13  14s.  6d. 
Dec.  28. 

G.  Douglas,  26,  Siinnyway,  Blakelaw  Estate,  New¬ 
castle-upon-Tyne.  garage  propr.  £19  Ss.  lOd.  Dec.  SI. 

C.  G.  Evans,  The  Venture  Restaurant,  Bypass  Rd., 
Basingstoke,  car  dir.  £32  Ss.  5d.  Dec.  31. 

A.  J.  Freeman,  41,  Broomwood  Kd.,  .S.W.lS,  car 
(Hr.  £94  15s.  Dec.  5. 

J.  A.  R.  Haffenden,  Courtlands.  Cowbeech,  Sussex, 
motor  engr.  £11  16s.  3d.  Jan.  9. 

T.  Hodgson,  Albion  Garage,  Willington,  Durham, 
garage  propr.  £21  5s.  Jan.  S. 

V.  How,  Five  Bridges  Filling  Station,  West  Stour, 
Gillingham,  Dorset,  garage  propr.  £37  16s.  Id.  Dec.  21. 

J,  A.  Jones,  Grange  .Mount,  Birkenliead,  motor 
engr.  £37  138.  Jan.  8. 

W.  Jones  (t.a.  Lincoln  Garages),  Lincoln  Rd., 
Acocks  Green,  Birmingham,  27,  garage  propr.  £2U2 
14s.  lid.  Xov.  2. 

Ponsbourne  Motors,  Newgate  St.,  nr.  Hertford. 
£12  158.  Dec.  19. 

Service  Motors,  1,  Higli  St.,  Balby,  Doncaster, 
garage  propr.  £19  17s.  2d.  Jan.  2. 

J,  Skerritt,  13,  Bruce  Kd.,  Lincoln,  garage  propr. 
£13  12s.  Jan.  3. 

H.  Slack,  71,  Woodlands,  X.W.ll,  consulting  motor 
engr.  £89  19s.  6d.  Jan.  7. 

—  Smith,  Twin  Pvke  (iarage.  Chard,  motor  engr. 
£13  2s.  lOd.  Dec.  28. 

A.  Wilkinson,  Penns  Garage,  I'oxliollies  Rd., 
Walmley,  Sutton  Coldfield,  garage  propr.  £27  58.  3d. 
Jail.  2. 

INCREASES  OF  CAPITAL 

Fox  &  Nicholl,  Ltd.,  Kingston  By-Pass  Rd.. 
Surbiton,  Surrey.— Increased  by  £2.000,  beyond  the 
reg.  cap.  of  £18,000. 

Southern  Cylinder  Services,  Ltd.,  55,  niurcli  Rd.. 
Wimbledon.  S.W. — lucreasi'd  lij  £2,000,  beyond  the 
reg.  cap.  of  £1,000. 

T.  H.  Brooks,  Ltd.,  ;i7,  .81.  Barnalias  St.,  Pimlico 
lid.,  lyolidun,  .S.W.I.— Increased  tiy  £.500.  )>ey<>nd  the 
leg.  cap.  of  £500. 

RECEIVERSHIP  (APPOINTMENT) 

Excel  Motor  Servioes  (Blackpool),  Ltd.— J.  F.  Gill, 
(jf  61,  Red  Bank  Kd.,  Bispliam,  Blackpixil,  was 
appointed  receiver  and  manager  on  Jan.  15,  under 
powers  contained  in  debenture  dated  Apr.  16,  1049. 


NEW  COMPANIES 

Price’s  (Earl  Shilton),  Ltd.— Private  co.,  reg.  Jan. 
28.  Cap.,  £15,000.  To  acquire  the  business  of  an 
engr.  and  manfr.,  merchant  and  distributor  of 
vehicles  carried  on  by  F.  T.  B.  Price  at  New  St., 
Earl  Shilton,  as  Price’s  Garage.  Directors:  F.  T.  B. 
Price,  .Marie  A.  Price.  Reg.  office:  New  St.,  Earl 
Shilton,  Leics. 

S.A.C.  Spares,  Ltd.— Private  co.,  reg.  Jan.  19.  Cap.. 
£1,000.  To  carry  on  the  business  of  manufacturers  of 
and  dealers  in  automobiles,  motor  cars,  motors,  motor 
chassis,  motor  cycles,  etc.  Subscribers:  Q.  F.  Ayling, 
and  K.  J.  Esnouf.  Reg  office ;  1,  Villiers  Rd.,  N.W.2. 

High  Cross  Service  Garage,  Ltd.— Private  co.,  leg. 
Jan.  19.  Cap.,  £6,000.  To  carry  on  the  business  as  in¬ 
dicated  by  the  title.  Directors :  R.  J.  Wise  and  Mrs. 
.Margaret  E.  Wise.  Reg  office :  118,  High  Cross  Rd., 
Tottenham,  N.17. 

Central  Garage  (Newcastle),  Ltd.— Private  co., 
reg.  Feb.  4.  Cap.,  £7,000.  To  acquire  the  business 
of  a  garage  propr.  carried  on  by  B.  Copner  at 
Stubbs  St.,  Newcastle-under-Lyme.  Directors:  E. 
Copner,  J.  Westland.  Solr. :  R.  F.  Rigby,  Newcastle, 
Staffs. 
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B.M.T.A.  Stop  List 

FoUowlnB  alteratlona  have  been  made  to  the 
British  Motor  Trade  Association  Stop  List, 
during  the  week  ended  February  9th,  1952:— 
ADDITIONS 

A.  Baker,  69,  Castle  Rd.,  London,  N.W.l. 

E.  I.  Hunter,  84,  Honor  Oak  Rd.,  Forest  Hill, 
S.E.23. 

E.  Mitchinson,  Church  Terrace,  Stanwix,  Carlisle. 

DELETIONS 

H,  Auty,  31,  Benomley  Rd..  Almondbnry,  Hudders¬ 
field. 

Bache  A  Co.  See  Summerfield  Garage. 

D.  A.  Bevan.  See  D.  A.  Rouse -Beaven. 

G.  Cox,  7,  Headswell  .Ave..  Redhill,  Bournemouth. 

Erio  Hobson,  13,  Brunswick  Place,  Hove. 

D.  A.  Rouse-Beaven  (t.a.  D.  A.  Bevan),  170,  The 
Drive,  Ilford.  See  D.  A.  Bevan. 

Southgate  Motors  (H.  Auty).  Southgate,  Hudders¬ 
field,  Yorks.  See  under  H.  Auty. 

Summerfield  Garage  (Bache  &  Co.),  281-283,  Dud¬ 
ley  Rd.,  Birmingham,  16.  See  also  under  Bache  A 
Co.  X 


TENITiffc  CARBURETTERS 


and  8TR0MBERQ  CARBURETTERS 
AND  SPARES 

CENTRAL  LONDON  AGENTS 

New  and  Service  Exchanges  Replace¬ 
ment  Parts  and  Jets  available  from 

GOWER  &  LEE,  LTD., 

I  -2  Thornton  Place,  York  St.,  Baker  St.. 
LONDON,  W.l. 

(Behind  MsryleboBe  Town  Hall)  WELbock  0838  (3  Unas) 


February  16.  1952 

V  \  ’  ' 
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ond  your  deliveries  / 


THE  ELECTROJAN 

A  Battery-operated  Electric  Trojan  which 
gives  silent  delivery  for  15  cwt.  loads — 
especially  suitable  for  short  haul  work. 
Its  appearance  is  similar  to  the  normal 
Trojan  and  means  that  standardisation 
of  a  fleet  is  possible 


THE  TROJAN  *  15  ’ 

Trojan  commercial  vehicles  are 
the  answer  to  all  delivery  prob¬ 
lems.  The  Trojan  ‘15’  is  a  15 
cwt-load  class  vehicle  robustly 
built,  and  it  has  the  Trtyan 
reliability  for  long  trouble-free 
service  and  economical  ninning. 


"‘te'aa 


iOMlliUT£  | 

C'U'-owNliUevtrvwl,-.  ^  '■^'HWAXi  .XmWSmK  f  ii 

month  after  month  no  rubbing  ^  i  f 

mition-wide  SS'  •  isYun^®  ri  « lasts  for  ^  4 

C«-PlMc  SELL  («>'' 

fS^nmy^  - - ^ 


\  »'■ 


T)wCara<j«  & 
Motor  Aaenr 


1424 


February  16,  1952 


Air  Industrial  Developments,  Ltd.  . .  1421 

Armstrong  Patents,  Ltd .  1417 

Autocar  Electrical  Equipment  Co.,  Ltd. 

1372, 1432 

Beck  and  Co.  (Meters),  Ltd .  9upp.  Iv 

Black  and  Decker,  Ltd .  Supp.  v 

J.  Blake  and  Co.,  Ltd .  1371 

Borough  of  Bebington .  1429 

J.  Bradbury  and  Sons,  Ltd .  Supp.  il 


British  Electrical  Development  Assn.  1415 
British  Oil  and  Turpentine 

Corporation,  Ltd.  1389 
The  British  Thomson-Houston  Co., 

Ltd.  (Mazda)  .  1391 

Brittains  of  Brighton  .  1431 

Brown  Brothers,  Ltd .  Supp.  x 

E.  O.  Brown  and  Co.,  Ltd .  1377 

C.A.V.,  Ltd .  Ctoveriil 

Carmo  (1929),  Ltd .  1432 

Castles  Motor  Co.  (Leicester),  Ltd.  . .  1375 

Ceag,  Ltd . 1376 

Chamberlain  Industries,  Ltd. .  1376 

Wm.  Clark  (Spare  Parts),  Ltd .  1376 

Cleveland  Petroleum  Co.,  Ltd .  Supp.  i 

Cox  and  Co.  (Watford),  Ltd .  1373 

Creators.  Ltd . 1377 

Delco-Remy-Hyatt  Division  of  General 

Motors,  Ltd.  r.T.- .  Supp.  xi 

Dunlop  Rubber  Co.,  Ltd .  Cover  i 

Edison  Swan  Electric  Co.,  Ltd .  1383 

Elder  Reed  and  Co.,  Ltd .  1372 

Esso  Petroleum  Co.,  Ltd .  Supp.  vl,  vll 

Fenter,  Ltd .  1374 

J.  Gardner  and  Co.,  Ltd .  1372 

The  (General  Electric  <3o..  Ltd.  . .  1370, 1399 

Girling.  Ltd .  Supp.  ill 

Goddard,  Davison  and  Smith,  Ltd.  . .  1425 

Goddard  and  Smith,  Ltd .  1425 

Goodyear  Tyre  and  Rubber  Co.,  Ltd.  1395 

Gower  and  Lee,  Ltd .  1422 

Green  Ace  Motors,  Ltd .  1431 

The  Gre-Solvent  <3o..  Ltd .  1428 

S.  Guiterman  and  Co.,  Ltd .  1373 

Thos.  F.  Hunt,  Ltd .  1431 

Geo.  O.  James,  Ltd .  1369 

W.  G.  James.  Ltd .  1432 

S.  V.  Johnson  and  Son  .  1423 


Cover Iv 


Lamb’s,  Ltd .  1427 

Layoock  Engineering  Co.,  Ltd.  . .  Supp.  Till 
Joseph  Lucas,  Ltd .  Cover  ii 

Hugh  Mcllwralth  and  Son  .  1426 

"Metamef  .  1428 

Ernest  Moore  and  Son,  Ltd .  1374 

C.  G.  Norman  and  Co .  1372 

The  Notek  Co.  of  Great  Britain -  1376 

John  Oakey,  Ltd .  1432 

Peacock,  Merry  and  Swaflaeld  . .  1425, 1426 

Premier  Motor  Policies,  Ltd .  1432 

D.  W.  Price  and  Sons,  Ltd .  1431 


R.  B.  Policies  at  Lloyds  .  1428 

Radenite  Batteries,  Ltd .  1432 

Rad-Reps,  Ltd .  1428 

Rawlplug  Paint  Co.  (I.C.I.)  .  1403 

Richardson  and  Linnell  .  1426 

Ripaults,  Ltd .  1424 

Romac  Industries  .  1374 

Rozalex,  Ltd .  1374 

Claude  Rye,  Ltd .  1429 


Saint  Luke’s  Garage  .  1429 

Serck  Radiators,  Ltd .  1375 

Shell-Mex  and  B.P..  Ltd .  1384 

Speedwell  Gear  Case  Co.,  Ltd .  1372 

Stevco,  Ltd .  1371 


Taylor  and  Jones,  Ltd .  1370 

Tecalemit,  Ltd.  .  1419 

Temple  Fortune  Garage  .  1427 

Triumph  Spares .  1432 

Trojan,  Ltd .  1423 

Tungstone  Products,  Ltd .  1370 

Tyresoles,  Ltd .  Supp.  xli 


VandervelJ  Products,  Ltd .  1378 

C.  C.  Wakefield  and  Co.,  Ltd .  1387 

Walker,  Walton  and  Hanson  .  1425 

Ward  and  Chowen  .  1426 

Whatton  and  Sons.  Ltd .  Supp.  lx 

Frank  Wigglesworth  and  Co.,  Ltd.  . .  1427 

Wiloot  (Parent),  Ltd .  1371 

Wrigley  Motors,  Ltd .  1431 


automobile 

electricians 

everywhere 
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READERS’  GUIDE  TO  ADVERTISERS 

Kerry’s  (Great  Britain),  Ltd . 


RIPAULTS  LTD.  SOUTHBURY  ROAD  •  ENFIELD  •  MIDDX. 
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AUCTIONS,  BUSINESSES,  INVESTMENTS,  PROPERTIES  AND  VALUERS 


WALKER,  WALTON  &  HANSON 

F.ltl.C.S..  F.A.I. 

(Established  1841) 

Surveyors  Valuers  Auctioneers 

Specialists  in  the  Valuation  and  Prepar¬ 
ation  of  Inventories  of 

GARAGE  PLANT,  MACHINERY, 
EQUIPMENT,  LOOSE  TOOLS, 
STOCK-IN-TRADE,  ETC., 
for  all  purposes 

Valuations,  Rating  Surveys  and  Private 
Treaty  or  Auction  Sales  of  Garage  Premises 
and  Businesses 
Offices  and  Salt  Rooms: 

Byard  Lane,  Bridlcsmith  Gate,  Nottingham 
Tel.  Nottm.  44741/3  and  S2846'7 


By  Order  of  the  Road  Haulagt  Executive _ Third  Sale 

BRITISH  ROAD  SERVICES  DEPOT 
MEADOWGATE 
BOURNE, 
LINCOLNSHIRE 

W.  &  He  PEACOCK 

will  SELL  by  AUCTION 

on 

TUESDAY,  26th  FEBRUARY,  1952 

at  I  I  a.m. 
approxima  tely 

200 

COMMERCIAL  MOTOR  VEHICLES 

Including:  4-  and  4-wheel  Dropaide  Trucka  of  5/4- 
ton  and  other  capacitiei,  4-cu.-]rd. 
Hydraulic  Tipper,,  2<4-wheel  Trailer,, 
Tractor  Unit,,  Ex-W.O.  Truck,,  etc.,  etc 
All  by  leading  Briti,h  and  American  Manufacturer,. 

ON  VIEW: 

Monday,  25th  February,  1952,  from  9  a.m.  to 
4  p.m. 

On  Day  of  Sale,  from  9  a.m.  to  I  I  a.m. 
CATALOGUES: 

Price  6d.  (P.O.  ONLY.  No  Stamp,).  Admit 
One  Person  on  Sale  Day.  Two  Persons  on 
View  Day. 

AUCTIONEERS’  OFFICES: 

10.  LIME  STREET.  BEDFORD  (Tel.:  46364) 
8,  HIGH  STREET,  RALDOCK  (Tel.:  85) 


s  VALUATIONS  FOR  ALL  PURPOSES  ■■ 

GODDARD  &  SMITH 

offer  you  the  benefit  of  30  years’  ex¬ 
perience  in  the  Sale  or  Purchase  of 

6ABA6ES  AND  FUIIIIG  STATIONS 

in  all  parts  of  the  British  Isles. 
Owners  desirous  of  selling  Going 
Concerns  or  Purchasers  seeking 
premises — should  write  to 
“Garage  Dept.”  Head  Office,, 

22,  KING  STREET,  ST.  JAMES’S, 
LONDON,  S.VV.I. 

Telephone:  WHItehall  2721  (20  line,) 


AddreM  Box  No.  replies  to  Box  No.  — ,  "Tho  Garage  A  Motor  Agent,”  62,  Doughty  St.,  London,  W.C.1. 
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AUCTIONS,  BUSINESSES,  INVESTMENTS,  PROPERTIES  AND  VALUERS 
jj  I  TWENTY-NINTH  IMPORTANT  VEHICLE  SALE 

05 


•Y  ORDER  OF  THE  MINISTER  OF  SUPPLY 

IMPORTANT  SALE 
BY  PUBLIC  AUCTION  . 

OF 

60VERNMENT 
COMMERCIAL  VEHICLES 
AND  CARS 

compritint : — 

Hillman,  Ford,  Austin  and  Morris  Utilities, 
Ford  Jeeps,  Ford  and  Standard  Vans, 
Hillman  Utilecons,  Hillman  Ladder  Vans, 
Commer  Chassis  and  Cabs,  Bedford  G.  S. 
Trucks,  Morris  Office  Vans,  Signal  Vans, 
Trailer  Radar  Van  Bodies,  Dodge  Hydraulic 
Tippers,  Ambulances,  Leyland  Diesel 
Platform  Truck,  Drop  Side  Trucks,  Dodge 
and  Ford  G.  S.  Trucks,  Austin,  Hillman, 
Wolseley,  Humber  and  Vauxhall  Saloons, 
Brockhouse  T  railers,  Douglas  T  raiiers,  etc. 

TO  BE  HELD  WITHIN  THE 

CENTRAL  HALLS, 

25,  BATH  STREET,  GLASGOW,  CJl 

(Opposite  Mvnicipal  Transport  Offices) 

ON 

WEDNESDAY,  5th  MARCH,  1952 

Commencing  at  il  a.m.  prompt 

Admission  by  Catalogue  Only 


The  Vehicles  and  Cars  may  be  viewed  at  M.O.S. 
Depot  No.  73,  Gatend  Farm,  GifTen,  near  Beith, 
Ayrshire,  on  Monday  and  Tuesday,  3rd  and 
4th  March,  1952,  from  10  a.m.  till  12  noon 
and  from  I  p.m.  till  4  p.m.  each  day  and  on 
morning  of  Sale. 

Admission  to  view  will  be  by  Catalogue  only 
price  Sixpence  (Postal  Orders  Only)  admitting 
Two  Persons  to  the  Depot  and  One  Only 
Sale  Day  to  the  Central  Halls. 

Catalogues  may  be  had  from  the  Auctioneers 
and  will  be  the  only  means  of  obtaining 
entry  to  the  Depot  and  Central  Halls. 


HUGH  McRWRAHH  &  SON 

—  Auctioneers  — 

269,  BUCHANAN  STREET,  GLASGOW,  C.1 

Telephones:  Glasgow,  Douglas  1888  and  1889  (P.B.E.) 


fiv  Order  of  the 


R  Minister  of  Supply 


M.  O.  S.  DEPOT,  ELSTOW 

4  miles  South  of 

BEDFORD 

(on  the  main  Bedford  to  Luton  Road) 

PEACOCK,  HERRY  «  SWAFFIECD 

will  SELL  by  AUCTION 

From  TUESDAY.  Ilth  MARCH,  to 
THURSDAY,  13th  MARCH,  1952 

■t  1 1  o’clock  each  day 
Approx!  mataly  t 

950  MOTOR  VEHICLES 

indudint — 

130  SALOON  URS,  ISO  LIGHT  VANS  B  UTIUTIES 
110  JEEPS 

Also  IS  cwt.  to  10  ton  6.S.  Trucks  (some  Diesel  engined), 
Oropeide  Trucks,  Pre.heaters,  Vans,  Heavy  Utilities,  Trailers, 
Hydraulic  Tippers,  Prime  Hovers,  and  ArticuUted 
Trailers,  etc. 

All  by  hading  British  or  Amarlean  manufacturers. 
Some  lots  will  be  sold  "as  lying"  at  other  depots. 
Also 

lOO  MOTOR  CYCLES 

approximately  130  PEDAL  CYCLES 


ALL  VEHICLES  ON  VIEW:  6th,  7th  and  1 0th 
MARCH,  from  9  a.m.  to  4  p.m.  Each  Day. 

ON  SALE  DAYS:  from  9  a.m.  to  I  I  a.m.  Each  Day. 

CATALOGUES :  Price  6d.  (P.O.  ONLY,  No  Stamps) 
Admit  one  person  on  sale  days,  two  persons  on  view  days 


AUCTIONEERS’  OFFICES: 

10.  LIME  STREET,  BEDFORD.  Telephone:  66366/7 


IN  VILLAGE  near  TAVISTOCK 

2  Freehold  Cottages  (1  vacant).  Large  Garage 
with  Petrol  Pump.  3  Motor  Coaches  and  Taxi. 
Valuable  contracts  and  stages.  £4,600  all  at. 

WARD  A  CHOWEN. 

Tavistock  .....  Devon 


FOR  SALE  BY  PRIVATE  TREATY 

VALUABLE  FREEHOLD  SALES  and  REPAIR 
GARAGE,  situate  BURTON  ROAD.  DERBY.  (A.38 
main  Derby-Birmingham  Trunk  Road),  with  SHOW 
ROOM.  WORKSHOP  and  DWELLING-HOUSE. 
Garage  space  for  26  cars ;  2  Petrol  Pumps  ;  AS  A 
GOING  CONCERN.  Full  particulars  from  the 
Auctioneers,  B  jg 

RICHARDSON  *  LINNELL,  FUL.I.. 

ST.  JAMErS  SALE  ROOMS,  DERBY. 
_ (Tel.;  47405—5  lines). _ 


Address  Box  No.  replies  to  Box  No.  — ,  “The  Garage  A  Motor  Agent,"  62,  Doughty  St.,  London,  W.C.1. 


i 


DwCaragcb 
Motor  Aaent 


February  16.  1952 


wantad  _  ^  ^ 

CHURCH,  HOWARD  A  HILLS,  LTD.,  Specialiat  JV  _ 

Agents  to  the  Motor  Trade,  urgently  require  eatab-  f  have 

lisbed  Oarages  and  Petrol  Stations  anywhere— Lon- 

don  and  Provinces.  Write  or  ’pbone:  89  Kew  Ed.,  m  ^(ffw  HUGE  STOCKS 

Richmond,  Surrey.  Tel.;  RIC  3090.  (lw8S 

8.W.9  Distriet.  Oarage  and  showroom  required  with  —  of  STANDARD  AND 
minimum  space  of  2,000  sq.  ft.,  larger  If  possible.—  _ _ 

Box  Xo.  879.  (Iw2  TRIUMPH  SPARES 

OfTered 

GOV  A  RICHARDS,  LTD.,  Agents  and  Valuers  to  ^idb  CLjr^^sr  aae^BBCisc 

the  Motor  Industry,  656,  Watford  Way,  Mill  Hill,  LsIKUiriU  ai1UL.IV  ABaUKBEKa 

N.W.7.  Mill  Hill  4502.  (IxT  and  thn  complain  rango  of 

MEHDOZA  A  CO.,  AOEXTS  A  VALUERS,  of  76,  rsiRI  IMfS  A  I  OT*irMFf!n  CUOFC 

BAKER  STREET,  W.l,  WELbeck  8S41,  specialise  in  ValKI-iriVa  *  LUUAnBBU  anv^ca 

sale  of  Oarages  and  Petrol  Stations.  Vendors  and  &  PARTS 

purchasers  consult  in  confidence.  (1x6  ^nd 

BEARIN08--pffored  ALL  TYPES  OP  SOLEX  CARBURETTORS 

UNIVERSAL  Ball  Bearing  Repair  and  Manufactur-  FROM  1933  ONVVARDS 

ing  Co.,  111/115,  Hammersmith  Orove,  London,  W.6,  _ 

Sa„d.rdHou«.  Southend 

“promptness.”  Tel. :  Riverside  3262/3/4.  The  “Senior  Essex.  WANstead  6666  (20  lines) 

Service”  Factors.  (2x24 

CHASSIS  FRAMES  AND  REPAIRS— Offered 

RECONDITIONED  chassis  frames  in  stock  for  many 
popular  types.  Repair  work  promptly  executed.  Over 
36  year.s’  experience.— The  Blaker  Motor  &  Welding 

Oo.,  Ltd.,  Dukes  Kd.,  Western  Ave.,  Acton,  London,  ACI/  \A#I^^I  CO%A#^%DTLJC 

W.S.  Tel.:  Acorn  4811  (7  lines).  Telegrams:  Blaker-  MolV  W IUvAl>Cd  W  V/1%  I  rid 

weld,  Ealux,  London.  (6xT  _  _ 

CHASSIS  frame  repairs  of  all  descriptions,  lOcwt.  ■■  ^ 

to  16  ton.— Motor  Traction.  Ltd.,  Teevan  Road,  COR  Bb  **  K  S  A  r  ^ 

Croydon.  Addiscombe  3091-4.  (6x17  ■  wsw  w  am  m  b  ww 

CYLINDERS  AND  REBORINO  SERVICE  ETC 

FOR  Cylinders,  car  and  commercial,  try  —  Barkus,  wK  rwK  wUPTrLC  I  C 
Caversham  Rd.,  Reading.  Tel. :  2424  (2  lines).  (8xT 

EXPERT  Cylinder  Boring  and  Crank  Orinding  by  ffTPYDOPC  ** 

latest  precision  machines.  Large  stock  pistons,  liners  I  CyVIW^r  C 

and  bearings.  Immediate  service  in  West  London. — 

TAVISTOCK  REBORE  CO.,  LTD.,  Udbury  Mews  rLBISAEE 

North,  Ledbury  Rd..  W.ll.  BAY  3238.  (8x2  UKIVCO 

EDWARDS  ENGINEERING  CO.,  LTD.,  cylinder  re- 
boriug,  sleeving,  Cromard  liners,  pistons,  crank¬ 
shaft  finding,  bearings  and  line  boring;  valve  in- 
serts,  brake  refaced. 

— Kew  Bridge  Works,  Great  West  Rd.,  Brentford. 

Tel.:  Clii.swick  7751-2-3-4. 

CRACKED  cylinder  water  jackets,  crankcases,  etc., 
repaired  by  cold  process.  Prompt  service.  —  The 
Motor  A  Welding  Ck>.,  Ltd., 

London,  W.3.  Tel.:  Acorn  4811  (7  lines).  Telegrams; 

Blakerweld,  Ealux,  London.  Established  over  80 
years.  (8xT 

EXCHANGE  guaranteed  sound  cylinder  heads,  cyl¬ 
inder  blocks  also  remetalled  and  line-bored  crank¬ 
cases,  etc.,  for  all  models  Bedford;  also  several 
types  of  A.E.C.,  Leyland  and  Dennis  petrol  engines. 

—Horton  Motor  Works,  Northampton.  Tel. :  Hackle- 
ton  50.  (8x1 

ELECTRICAL  EQUIPMENT— Offerod 
A.C.  and  D.C.  Motors,  all  sizes. — “O”  Milo  Engin¬ 
eering  Works,  Milo  Rd.,  S.E.22.  Tel.:  Forest  Hill  BRAKE  SPARES  AND  DAMPERS 
•  t  tv  1  •  i  .li  j  '■inge  Makers  Relined  Shoes 

ALL  types  of  Lucas,  Delco,  Autolite  and  Rotax  Cables  and  Spires  evsilabla  FROM  STOCK 

dynamos  and  starters  in  stock  for  exchange  or  sale.  ^ibi  isua  v  rhaaaBBnr 

Rapid  repair  and  rebuilding  service,  armatures  re-  GIRLING-LUVAX  DAMPERS 

wound  and  returned  promptly,  carbon  brushes,  star-  Immediate  Exchange  Service 

ter  ring  gears,  outboard  brackets  and  exchange  A|,o 

armatures  in  stock.  Three-phase  electric  motors  biiiib  i  i  iBBi^ssTis^aj  e _ _ 

available.  —  W.  J.  BARKUS,  67,  CAVERSHAM  BIJUK  LUBRICATION  Spares 

ROAD,  READING.  'PHONE;  2424  (2  lines).  (9xT  Full  range  of  C^les:  Armstronc  Siddeley, 

ENGINEERS  A  REPAIRERS  TO  THE  TRADE  Standard.  Hillman, etc.,  from  1933 

CLUTCH  plates  recorked  by  return  service,  general  - 

machining. — V.  Taylor,  Ltd.,  79,  Morland  Rd.,  Croy¬ 
don.  Addiscombe  2874.  (10x6 

SPECIAL  service  te  the  trade.  All  high-class  trim 
and  upholstery  work  done  on  the  premises  by 
experts.  Ring— Body  Shop  Manager,  Carmo,  PRI. 

0141.  for  details.  (10x1 

Address  Box  No.  replies  to  Box  No.  — ,  “^e  Garage  A  Motor  Agont,”  61,  Doughty  St.,  London,  W.C.1 


ASK  WIGGLESWORTHS 

FOR 

V-ROPES 

OR 

FOR  COMPLETE 

^  “TEXROPE  ” 

^  DRIVES 

^^H0»X-G/Ri/^ 
LUVAX 


BRAKE  SPARES  AND  DAMPERS 

Full  range  Makers  Relined  Shoes 
Cables  and  Spans  available  FROM  STOCK 

GIRLING-LUVAX  DAMPERS 

Immediate  Exchange  Service 
Also 

BIJUR  LUBRICATION  Spares 

Full  range  of  Cables :  Armstronc  Siddeley, 
Standard,  Hillman',  Humber,  etc.,  from  1932 
la  stock. 


TEMPLE  FORTUNE  GARAGE 

LONDON,  N.W.II 

'.PtFDVvf  LI.  I  3V  I 


l';?fS0lvEHT 


GftemiyeNr 


ThtCarage  & 
Motor  Aaent 


February  16,  1952 


RECONDITIONED  front  axles  in  stock  for  most 
popular  types.  Rear  axle  casing,  private  and  com¬ 
mercial,  promptly  and  accurately  repaired.  —  The 
Blaker  Motor  &  Welding  Co.,  Ltd..  Dukes  Hd., 
Acton,  London.  W.8.  Tel.:  Acorn  4811  (7  lines) 
'Grams:  Blakerweld,  Ealux,  London.  (lOxT 

UNDERSEAL 

OPERATORS  for  Croydon  and  South  London.  Trade 
Discount.— Prank  Watson  (Croydon),  Ltd.  Thornton 
Heath  4221.  (lOxS 

ENGINES  AND  GENERATING  PLANT— 
Wanted 

LISTER  Diesel  Engines  and  Spares  urgently  required 
for  overseas,  also  Alternators  and  Electrical  Equip¬ 
ment. — L.  Darley  &  Son,  Ltd.,  59-61,  St.  Albans 
Kd.,  Watford.  Tel.;  4236.  (llwl 

ENGINES  AND  GENERATING  PLANT— 
Offered 

AUSTIN  Exchange  RECONDITIONED  ENGINES, 
most  models  in  stock.  Prom  £25.  Special  terms  to 
the  trade.— St.  Luke’s  Garage,  6-7.  Westmoreland 
Mews,  Westbourne  Park  Rd.,  W.2.  Tel.  No.:  Bays- 
water  1700.  (llxT 

RECONDITIONED  engines  in  stock,  on  exchange 
basis  for  A.E.C.,  Bedford,  Commer,  Dennis,  Ford, 
Leyland,  Morris,  etc.  All  spares  for  the  above 
makes. — Patmore’s  Motors,  246A,  King  St.,  H.am- 
mersmith.  London.  W.6.  Riverside  1153.  (llxT 

RECONDITIONED  exchange  Austin  8  and  10  engines 
in  stock. — Brockhurst  Oarage,  Harrow  Weald,  Middx. 
Grimsdyke  561.  (llxT 

OARAGE  SERVICE  EQUIPMENT— Offered 
COMPRESSOR  Plants,  automatic  and  unloader 
types.  2i-ton  hydraulic  car  jack,  £25.  New  5-ton 
telescopic  hand-tipping  gear,  £35.  Half-horse  split 
phase  motors,  resilient  mounted,  £8  lOs.  —  River 
Motors,  7,  River  St..  London,  E.C.l.  TERminus  5243. 

(13xT 

EPCO,  LTD.,  for  efficient  Repairs  and  Service  to 
Epco  Trolley  Jacks  by  factory-trained  experts.— 
Epco.  Ltd..  '87.  Lisson  Grove,  Marylebnne,  London. 
N.W.l.  Tel.:  Paddington  4162.  OSxT 

FOR  Sale;  Ingersoll-Rand  Compressor,  3-phase 
motor.  9  cu.  ft.  capacity,  excellent  condition,  for 
immediate  use,  £75.— Bpping  Service  Station,  Ltd.. 
Epping,  Essex.  Epping  2201.  (13x1 

RECONDITIONING  Equipment:  2  Cuthbert  con-rod 
lH)rers:  1  Cuthbert  mains  borer;  1  Van  Norman  944 
l)oring  bar.  perfect  order,  all  equipment. — Worsley, 
10.  Bcllegrove  Parade,  Welling.  Tel. :  Woo  0872.  (13x1 
BECK  METER  Electric  Petrol  Pump  for  sale,  €50. 
as  we  have  standardised  our  Filling  .Station.— O.  O. 
Barnard  Sons,  Ltd..  .Stowmarket.  Tel.;  201.  (13x1 
EOUIPMENT  REPAIRS.LTD.  Tel.;  Wembley  4454. 
For  all  garage  equipment  supplies,  installations  and 
repairs,  jacks,  lifts,  compressors,  wash-plants, 
greasers,  all  spares  available,  including  Laycock, 
Niagara.  Started  1937,  still  growing  Stronger  (vide 
Johnny  Walker). — Enuipnaent  Repairs.  19,  Alperton 
Viaduct,  Alperton.  Wemhiev  4454  .k  4172.  ALWAYS 
AT  YOl'R  SERVICE.  (18xT 

MISCELLANEOUS— Wanted 
MAGNETO  Scrap  Points,  1/-  per  pair,  cash  by 
return.— Barrons,  Malvern  Rd.,  Southampton.  (1.5w2 


M I  SC  ELLAN  EOUS— Off  ered 


CAMERA 

35  mm.  AGFA  II.  coupled  rangefinder 
F.2'9  Zenar  Lens.  Twelve  exposures,  lever 
wind.  New  condition.  Ever-ready  leather 
case  and  spare  cassettes.  A  real  bargain  at 
£42-10-0.  Private  owner.  Replies  to 

AGFA  c/o  G.&M.  A. 


THAT  extra  help  when  you  need  it.  Stores  reorgani¬ 
sations,  stocktakings,  etc. — Edwards,  16,  Winchester 
Rd.,  N.W.3.  (1.5x1 


Address  Box  No.  replies  to  Box  No.  — ,  “The  Garage  A  Motor  Agent,”  62,  Doughty  St.,  London,  W.C.1. 


SPCCIAUSTt  IN  THt  MANUntCTURE  AND  NCMia 
or  AU  MOTON  RAOMTORS  AND  TANKS 
SHUT  METAL  WORK  CHROMIUM  RLATINC 


£SO  REWARD 

will  be  paid  to  an)f  person  giving  in¬ 
formation  leading  to  the  recovery  of 
a  1947  Hillman  Utility  Van,  10  h.p., 
painted  grey.  Index  number  GVC.  1 7. 
Chassis  and  Engine  number  1782797. 

Apply  to 

R.  B.  Policioe,  at  Lloyds,  Fenchurch  Houso, 
S,  Fenchurch  Street,  London,  E.C,3. 
Tef:  Man08$l. 


chAtsIf  by  ftr- 
rans«m«nt. 

Sove  money,  time  and  regret  by  always  buying  from  Metamet 

METAMET 

32,  Daleham  Mews,  London,  N.W.3. 
Telephone:  HAMpstead  8231. 


1 


NUMBER  PLATES— Offered 
SAMOA  for  Service.— Number  pUtes  of  quality.  The 
Sanda  Metal  Co.,  Ltd.,  104-106,  Rook  Lane,  Brad¬ 
ford.  Tel.;  Dudley  Hill  2S4.  ’Grams :  Dasan,  Brad¬ 
ford.  Sole  Distributors  for  London  and  ^utb.— 
8.  Norrish,  Ltd.,  220,  Great  Portland  St.,  W.l. 
Euston  6622.  (16xT 

HOMO-HYGRADE  Die-pressed  semi-sheared  sheet 
aluminium  plates,  the  finest  quality  number  plate  in 
the  trade  can  be  supplied  by  return  post.  Write  cyr 
•phone  HO.MO,  LTD..  ErSTON  BUILDINGS,  LON¬ 
DON,  N.W.l.  Tel.:  EUSTON  6020.  Quickest  service 
for  translucent  plates  to  lit  illuminated  boxes.  (16xT 
FRANK  ROSE,  87,  Blackfriars  Rd.,  S.E.l  (Waterloo 
6017).  Nurarier  plates  by  return,  llg.  sheet  alumin¬ 
ium,  semi-sheared,  polished  letters  on  jet  back¬ 
ground.  Handsome,  strong,  low  priced,  27/6  per  pair 
retail.  State  long  or  square.  Trade  supplied  at  gen¬ 
erous  discount.  (16xT 

OFFICE  EQUIPMENT— Offered 

TIME  Itecorders,  Sales,  Rental,  Service.  Tel.:  Hop 
2230. — Time  Recorder  Supply  and  Maintenance  Co.. 
Ltd..  157/150  Borough  High  St.,  London,  S.E.l.  (17x26 
OFFICE  EFFICIENCY.— Bancroft  Junior  rapid  elec¬ 
tric  l>ench-type  folding  machine  for  letters,  circulars, 
etc. ;  takes  up  to  15in.  x  lOiii. ;  single,  double,  letter, 
accordion  or  wallet  folds;  7,500/12,500  per  hour;  very 
simple  to  operate.  As  new,  £40— bargain.— Cable 
Printing  and  Publishing  Co.,  Ltd.,  62,  Doughty  St., 
London,  W.C.l.  Tel. :  HOLborn  7771.  (17x3 

PUT  the  Management  of  Your  Business  on  “ball¬ 
bearings”  by  using  “Garage  and  Motor  Agent” 
Business-Aids-for-the-Motor-Trade  system  forms. 
Catalogue  on  retiuest.— Sales  Dept.,  Cable  Press,  62, 
Ibrtighty  St.,  London.  W.C.l.  (17xT 

PARTS  FOR  CARS  AND  C.V.S— Wanted 
DISPOSALS  purchase  redundant  lorries  and  com- 
meroial  parts.  Distance  no  object. — Disposals,  Hor¬ 
ton  Motor  Works,  Northampton.  (18wl 

CYLINDER  Block  for  1637  Standard  Flying  Ten  or 
secondhand  engine. — Griffin,  Haywards  Heath.  (ISwl 

PARTS  FOR  CARS  AND  C.V.S— Offered 
AUSTIN.— Spares,  parts,  tor  all  models  cars  and 
trucks.  lMO-60  reconditioned  engines,  gearboxes, 
etc.— U.  A.  Saunders,  Ltd.,  870,  High  Rd.,  North 
Finchley,  N.13.  Tel.:  Hillside  0024/6/6.  (18xT 

NUFFIELD  SPARES.  —  Comprehensive  stock  of 
Spares  ami  Reconditioned  Units  for  all  Models.— 
Brittains  Garage,  Ltd.,  233,  Preston  Rd.,  BRIGH¬ 
TON.  Tel.;  53021.  (18x21 

MURPHY  OF  MORTLAKE  for  all  Spares,  new. 
used.  Singer  Specialists. — 7,  Sheen  Lane,  S.W.14. 
Pro.  3.303.  (18xT 

STANDARD  A  TRIUMPH  SALES,  LTD.  —  Service 
and  Spares  for  all  models.  5Ianufacturers*  largest 
stockist  in  Britain  of  Spares  and  Service  Exchange 
Assemblies.  —  Standard  and  Triumph  Sales,  Ltd., 
London  Distributors,  junction  of  Boundary  Rd.  and 
Abbey  Rd.,  St.  John's  Wood,  N.W.8.  Maida  Vale 
9114  (10  lines).  (18xT 

MOTOLYMPIA  for  DIFFICULT  CAR  PARTS.  fOO 
cars  methodically  ilismantled,  most  gear  wheels 
and  dilT.  parts,  clutch  housings,  prop,  shafts— hun¬ 
dreds  of  con-rods  and  road  wheels.— WARDS  MOT 
OLYMPIA.  Leasowe  Rd..  Wallasey.  Tel.:  4151.  (18xT 
SINGER  SPARE  PARTS;  ALL  MODELS,  The  Lon¬ 
don  Distributors — Gordon  Cars  (London),  Ltd.,  .ot. 
Albans  Lane,  Golders  Green,  N.W.ll.  Speedwell 
4701-2.  (18xT 

DAIMLER  Spares,  large  stock  of  spares  for  most 
models.  Including  sleeve  valve  series.  Also  gaskets, 
etc.— Allens.  Victoria  Rise,  Clapham  Common,  8.W.4. 
Macaulay  4199  &  6252/3.  (lOxT 

COMMER:  Large  stock  of  new  spares,  all  models, 
also  good  selection  of  secondhand  parts  and  units. 
—Smith  &  Blackwell.  Ltd.,  Commer  Main  Agents, 
325.  Essex  Rd.,  London,  N.l.  Canonbury  6451/2/3 
Commer  Salvage  purchased.  (18xT 

RENAULT8,  new  and  secondhand  spares,  all  models. 
— Welham's  Renault  Service,  Surbiton  Hill  Rd.. 
Surbiton.  Elmbridge  1873.  (18x7 


BOROUGH  OF  BEBINGTON 


DISPOSAL  OF  GARAGE  PLANT 


AND  EQUIPMENT 


Offers  are  invited  for  the  purchase  of  the  following 
redundant  items  of  plant  which  are  in  reasonably 
good  working  condition  : — 

5-inch  Drummond  Lathe 
"Winona”  Crank  Shaft  Grinder  (Lathe 
Attachment) 

”  Denbigh  ”  Horizontal  Milling  Machine 
"  Forwell  ”  Re-metalling  Plant 
“  Buma  ”  Boring  Bar  (Cutter) 

”  Newton  ”  Conrad  Boring  Jig 
'*  Newton  ”  Universal  Main  Bearing  Boring 
Bar 

"  Newton  ”  Valve  Insert  Boring  Bar 
Certain  items  are  mounted  to  the  floor  and,  in  these 
cases,  the  Corporation  will  undertake  the  work  of 
severance  from  the  mountings.  Otherwise,  in  all 
respects,  the  plant  is  for  sale  as  it  stands.  All  the 
plant  is  at  the  Grove  Street  Depot,  New  Ferry, 
Wirral,  Cheshire,  and  can  be  inspected  by  arrange¬ 
ment  with  the  Borough  Surveyor  whose  office  is  at 
”  Brackenwood  ”,  Higher  Bebington,  Wirral. 
Telephone :  Mountwood  2233. 

Offers,  in  plain  sealed  envelopes  endorsed  “Tender 
for  Plant”  are  to  be  received  by  me  not  later  than 
15th  March,  1952.  The  highest,  or  any  offer,  will 
not  necessarily  be  accepted. 

G.  CHAPPELL, 

Town  Clerk. 

Municipal  Offices, 

Bebington. 


£50,000 

Immediate  cash  available  for  purchase 
of  New  Ball  and  Roller  Bearings,  all 
types.  Steel  Balls  and  Rollers.  Top 
Prices  Paid,  small  quantities  accepted. 

CLAUDE  RYE  LTD., 

895-921  Fulham  Road,  London,  S.W.6 

Renown  6174  PS46p 


AUSTIN  EXCHANGE 

RECOMDITIONED  ENGINES, 

most  models  in  stock. 

From  £25-0>0. 

Special  terms  to  the  trade. 

St  Luke’*  Garac*,  6-7,  Weetmoreland 
Mews,  Weetbourne  Park  Road,  W.2 

Tal.  No.  Baytwatur  1700 


Address  Box  No.  replies  to  Box  No.  — ,  "The  Garage  A  Motor  Agent,”  62,  Doughty  St.,  London,  W.C.l. 
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Ti«Card9eC 

ftoloi /•<}««' 


LA4M1M6M6H  ttitMtUB,  UtUK  cUx^  ui  lor 

iuu»t  mIhj  KMkolt.  •!>('. —AUvtts,  VictwrU 

EUf.  CUntlAMui  CwBJUud,  B.¥A.  KawiUy  4Luli  Mt<i 

(l&X-f 

CUkAC'S  iliibof  Wuriu)  Utr  4|ood  MM/udUMUl 
1A21;  -44  LiMKe  (todu*.  OuuUttiuUa  («VurD  ^ 
(t4uv«1.  -06,  TuUl-  Bill,  B.V£.  Tul*e  Hill 

«M.  (UuT 

AUIMKIAIUE  IImw  iHaMitUt  iur  lAHHUHi, 

Ki«r>  MitI  iwtiuwW  «4>uutlci-.--Lt>x  1<UI  , 

t,  hixlugM  St.,  w'.l.  tillUUMd  otM'  )  Httnuin- 

Votkxhui^  Mid  SMUi;  f*rU.  T,  i'viiiUrMlgf  VIIIm 
(liT  WcAtbourue  Wu\e),  W.U.  (BA¥ii»»U)f  0006/7-) 

(UixT 

WAUMLAV  hfiMM  Mid  bui-viu:  tiir  all  1007-1061 
cuideU  iUHiljmniicat  HMHiubt  Mid  tiaarUjitMii  Oo 

urdM  — B.  AAJU>V  A  SOK,  66,  Mar/kUiM  Hlgt 
St  ,  W  J  <lhilt) 

MMXS  Mid  IkiUkler  b{iMe«.— BM«Uf, 

Md ,  Uw  Iwot-at  Oftcial  hataiiarii  aud  KuiiHitM-t. 
LumtiMd  Hd  ,  Hofiiui  ltd.,  S-W-IV  Litiort>  71QK. 

(is«r 

0A iBIlAB  Mid  iMUiiiMWr  St>Mei>  iii  •took.— Tit 
juuAi-,  61.  4:lM>l‘Mti  Kd.,  6.W.0  KuliMiU;  lt47.  <lteT 
CUUJMC,  Zuiitl.  (or  VoA  IxMiikv  dailY  deliv«>riec. 

■itou  Scxviu;  JL*<it>ut,  Ud  ,  bvxUuill  206C 

(M»T 

AOWCTT  Mid  Javelui  (DMo  ao^uu  Siiaroii  and  aiM; 
olalibcd  AMviur  Ouf  Uoiutiiid  d<ii>art4a*iut  <ril)  U; 
itU:ai>«d  to  Uttlo  )ou.  -OolUvar  -t'isLur,  lAii.,  M<irtti 
auod.  UiUdU  lof. :  777  (4  liue«).  (1M14 

AMTIM  Siiarec,  ijitMvUoAet.  IMv  oaaardii,  road 
iaU  t>iiOii  aud  oiodWt^  clutdi  aMMobliM, 
Mc.  ne  iua>  Lave  the  i«ieoe«  ^ou  are  waituio  (or.  - 
tf  A  SaujaUerr,  iAd.,  AuatUi  Howae,  Worcoatw 

ilOrT 

KMCMriAl-  Auto  AiXeaaorie*  are  (iow  oCeriuo 
loaree  IroOi  over  400  vehktea  actually  i»  utAMk,  Ut- 
efudui#  a  uujutier  o/  iiueiicMi  uiake*  «yu4  /Umy 
valiicle*  iioarea  from  1010  to  1047.  Aofly— Oo* 
fioaot.  uear  TrUiu,  Heru  (lOx'i 

dCCAf.-Britaiu'ii  U-adioo  deeo  »o*:claJi»tf.  All 
•oarca  iu  atock  Vnmot  dee^atcii  Itehuilt  da«t»« 
Iletachalde  hoiiiea  rliiltiea.  ‘Z4  hi>ur  aenrica. 
UDTOBl'Btrr  <>ABA6ES.  Statlou  Aoproach,  (iua 
uerilury,  W  4.  (^iUujck  OOtl,  ODiil  tlOrT 

tPAHBt,  Imkc  atocka  (or  ooiat  ea-W  U.  C.imuutr- 
cial  vehii-Ua.  iifouiot  ijeliver>.  Bllihacart,  104,  (.'lafi 
haw  Park  ltd.,  lAiudam,  S  W  4  Tel  :  Macaulay  444W4 

(I6«7 

WOlAAtSV,  Morria,  Biley,  M  (i.,  Hover  Jaguar, 
SoMc  Varta  Mid  Service.  EeiilaceUieut  aiui  recoodi 
tiooed  Uiilta,  parta,  etc.— Bearta,  164,  J,iiadoD  Hd^ 
Vioeatoo  ou  'IXawea.  Siu  0646  (IdiT 

lAARES  (or  braclically  every  wake  of  car  aud  WiiB 
wercial  veliic'le.  Send  your  eiiuuirlea,  all  (iarta  guar 
auUed,  {jrowpl  delivery  —  BMkua,  67,  (laverahaui 
Bd  .  Ileadiiia  Tel  ;  4464  (IBaT 

fiONWAy  Or  ASTON  cau  nUer  guod  uaed  S|iarua  and 
Acceaauilea  lor  wuat  vehiciea  (litutatioua  liy  return 
—  IK.  Iliuli  St.  ictoii,  W6  AtOni  1746  (lAvT 

SIAtINC  I.UVAX  DAMPER  (SHOOK  ABSOHIEH) 
SSRVlSE-  —  l.arge  atucka  of  reulacemont  nove- 
weiila,  liukagca  recoiiditiunul  —  HANK  KdKHTdN 
A  ro.,  l.Ti)  ,  66,  York  Way,  Hiug'a  (iruaa,  N  I  Ter 
wiuua  7770  It  lineal.  (llvT 

AUSTIN  Siiitrc  Parta  fur  all  inudel  cara  and  truoka. 

THU  |!AH  tlAKT,  ITT),  l.oiuiim  Hlatrltiuturi, 
VVcUlt  Har(i.  Kdgaare  Bd  ,  K  W  u  Hendon  66UUi  and 
at  16  rvUriiUtt  Rd  ,  Ualiiig,  W  6  Ualliia  6717.  (UkT 
JOWETT,  laveliu.  .luuitcr  and  Bradiurd  a|>nrea, 
Service  lle|iaira  aud  aalua— 7/0,  Ruaaell  Parade. 
Huldera  liieeu  Hci  ,  (.(iitdoii,  N  W  11.  S(iuedvvell  0761 
ilu  liiicaV  (|g«T 

t-ABOE  atocka  u|  avle  aUalt*.  crown  wheel*  and 
uiuiuua.  atartiug  ring  gear*,  atartlug  handle*,  valve* 
and  other  cowpouent*.  Price  on  applUatlon-— 
Barkui.  raver*haut  bd  •  beading.  Tel.:  6484  (8 
lluc*V  (tlvT 

STANUAHD  Spare*  and  reconditioned  euginu  unit* 
deapatrhed  prowptly  auy where  Archera  (Shirley), 
ltd  .  Stratlord  Rd.,  Shirley  U86/6,  birinlughaw 

(l)W8T 


AUT04WORK  (W iNiaitar j ,  ATS.,  Uat  pnuoiaal  Jacp 
lieiMt  latrge  aeleetioo  Alar.  Tnallera.  Siiarev.  e>- 
rliMigi  unite,  etc.  Tel. ;  Wiocbeatar  48*4 fMOC 

(i&eT 

AU&TIM  (>{»artte  for  Um,  Vaae  aaii  Unmereial 
Vebiclee  —  J.  Uibhe.  btd..  UutrHNttorf  of  Aiutm 
CuMMercial  VebieHw,  Lougtrrifite  Botiat,  Qt.  Weat 
bd..  bedloBt.  FelthMii.  Middx  Pelt.  4e74/6  (UKl' 
•,S.A.  bfiaree  lor  10  It.p  aide  valve  and  Ldtlit  Six 
atooelr.  aUo  gaaeete.  etc.  —  Aliene,  Vietoria  Bine, 
ViMfHmea  Cununou,  £.WA  Alacaiiiav  4180  A  9SStii8. 

(»xT 

AUTpHAC  Sparee.  bepaira.  Exctianae  Tinite.— Brew 
broe.,  Utd.,  ue,  Old  Bromptoii  bo..  £.¥'.7.  ben*. 
MW  (IttcT 

DI8MAWTUMC  0  x  4  aud  4  x  4  Si  .P  Auetiiia  — 
Ariiot'a  Auto  btiaroe.  tluttirM'  ik..  Puiitiot  (IfU 

MOfUtlS  AIMi  MORRIS  OOMMERCIAL  8AARES  for 
tuuet  HiodtiU. -ifi  atock.  TANEA.KP  A  SMITH.  I/Tli., 
asfc-atir.  B.1WM  HP  ,  £.  TOTTENHAM.  PTA  SSP: 
SI4ARC  Crueii  Wueele,  Piiiioiie,  Axleefaaftfi,  etc.  — 
P  a  .VI  .Vlolor  OiaiuMitlere,  Blaobhuru  Tel. ;  47W. 
AJtLCS 

AJUjEEMAPT  booovery  Oo.  (M.ver*  Procen*.).  Ate 
you  i.uldMig  up  your  ouatuoker’a  car  tweauae  of  a 
Itfoken  Mcleahaft  or  irorti  axk  caaing?  Tbe  lorBor 
oao  tie  repaired  aud  the  latter  reetored  to  origmal 
luuite  aug  l>riuel  hardueec  Eeod  your  damafKil  one 
to  ue  aud  w«  vlll  forward  you  a  replaoenent.  — 
Moatroee  Motorv,  lAd-  Weuhley  8d%/4444.  116KT 

WEST  UN4O0M  REPAIR  M.,  LTD.  Tel.:  Wna. 
t416/7.  Erout  axlev  aud  rear  caeev.  torque  ahafta. 
toraioo  Par*,  etc.,  atraigltteoed  aud  heat  treated.— 
66«.  Migh  M  .  WunhiedoD.  aSxT 

REAR  Axle*  and  Half ahaft*  for  all  trpea  of  Coat- 
avercial  Vehiciea,  dviUao  and  ex-w  D..  £,006  M 
atock. — (Joe*  of  Woott^ai,  ar.  Caaterhury.  Tel.: 

Related  87.  (ISlT 

AXLES,  diEv.  and  gearhonea  repaired,  rehuiH  or 
part*  v'ipplied.— M'ltiAyapia,  Wallaaey.  Tel. :  41tl. 

(IhxT 

RRAKE  CARLES 

HRAKE  Cable*  tor  all  pofnilar  modeli  front  stock- 
i.'ar*  and  oMiuiercaal*.  npeclal  cable*  aiade  to  pat¬ 
tern.  SpeediHueter  cable*  (inner  and  outer)  for  all 
w</deU  availatile.  Send  for  lf*t*.— Rapid  Servirei 
(txMiou),  Ltd.,  860,  (iray'a  inn  Rd.,  IxMi/tn,  W.C.I. 

(18iT 

MAOi  BENOIX  RRAKE  CARLES  in  atock.  Standard. 
Hillwau,  Humlier,  eU-  Arwitrong  SIddeley  cables, 

lull  range,  alt  model*  in  itock  from  1038  onwards _ 

Teuiple  Fortune  (iarage,  1068,  Finchley  Rd.,  S.W.ll. 
Spe.  I6UI  A  6681.  (18xT 

CARBURETTERS 

lENITN  A  STROMBCRQ  carhurettera,  new  and 

lervlce  eicliMige,  replncement  part*  and  Jets  avail- 
ahlu  in  Central  London  depot.-flOWER  A  LEE, 
1/2.  TIIOKNTdN  I’LACK,  YORK  ST..  BAKER  ST.. 
W  1  (Iwhlnd  Marylelmne  Town  Hall),  WELBECK 

6N2li  (6  line*).  (18xT 

lENITH  A  Hiilex,  8.U.,  Htrombers  lervice  exchange, 
carhiiretter*.  hundred*  itorked.— Rurtoni,  Carhuret- 
tir  H|ieclall*ti,  Duncan  ltd.,  Ollllngham,  Kent. 

(18x0 

CAR  CARPETS 

WOOL  pile  aud  ruhlier  hacked  carpet*,  rihhed  Har- 
dura  aud  rutdier  mat*,  link  mat*,  tailored  to  fit  all 
luodel*.  Popular  colour  range.  State  mo<lel.  h.p.. 
vear,  DphoUtory  cover*,  travel  riigi,  luggage  cover* 
and  oetopu*  itrap*.  Prompt  delivery,  carr.  paid.— 
The  Oar  Mat  ('o.,  Ltd.  (Ett.  1030),  18,  Colville  Rd., 
Weathouriie  drove,  I.ondon,  W.U.  Bay.  6282/6. 

(18X40 

ARTHUR  MULLINER.  LTD.,  for  all  tailor-made 
cartict*.  Pattern*  on  request  to — l>ept.  O.M.,  Bridge 
Ht ,  Sorthaiupton.  Tel.:  907.  (18x1 

PORD  AND  PORDSON  TRACTOR  PARTS 
PORO  aud  Fordson  tractor  spare  part*,  despatched 
4ame  dav.  Large  stock  held  all  models.  Open 
8  am.  to  8  p  m.  weekday*.  10  Am.  to  5.30  p.m. 
Suaday*  — Fuirows,  Ltd.,  Main  Ford  Distribu»Ar«. 
Shrewsbury.  Tel.;  3831.  (Uht2» 


AOdraas  box  No-  laplia*  to  Box  No.  — .  '*Tlu  QMago  A  Motor  Agant,**  18.  Doughty  St..  London,  w.c.t. 


1UCarag«& 
Motor  Anent 


February  16,  1952 


PISTONS  AND  RINGS 

HEPOLITE  Pistons,  Liners  and  Rings.  Genuine  Thin 
Wall  Bearings;  Precision  Oil  Seals.  —  PERRARIS 
PISTON  SERVICE,  LTD.,  218,  Ot.  Portland  8t., 
W.l  (Euston  8241);  8S2,  Old  Kent  Rd..  S.E.IS  (New 
Cross  1016);  206,  Cricklewood  Broadway,  N.W.2 
(Gladstone  1265),  and  42  Romford  Rd.,  E.I6  (Mary¬ 
land  S7S7).  "Come  and  be  spoilt  by  a  Service  that 
Satisfles.”  (18x1’ 

RADIATOR  MUFFS 

RADIATOR  Muffs,  splendid  quality,  prompt  service. 
— Oyler  &  Co.,  Ltd.,  62,  New  Cavendish  St.,  Port¬ 
land  Place,  London,  W.l.  Museum  6430-7.  (18x8 

ROOF  RACKS 

PORTARACK  Telescopic  Roof  Luggage  Rack— one 
mo<)el  fits  all  cars.  Maximum  service  with  minimum 
stock.  Prom  your  Factor  or  direct  from — PARK 
EQUIPMENT  (X).,  LTD.,  Avonmore  Rd.,  W.14. 
KCUiam  4211.  (18xT 

SHOCK  ABSORBERS 

ARMSTRONG.— The  Leading  Hydraulic  Shock  Ab¬ 
sorber.— Fitted  as  initial  equipment  to  the  majority 
of  cars.  Main  Distributors— Parr  Equipment  Co., 
Ltd.,  20,  Avonmore  Rd.,  London.  W.14.  (Opposite 
Olympia.)  FCLham  4211.  (18\T 

ROTOFLO  Dampers,  Main  Distributors  London 
South  of  the  Thames,  Kent  and  Surrey.  Send  your 
old  shock  absorbers  with  linkage  for  conversion  to 
ROTOPLO  (S4-hour  service). — Robin  Hood  Oarage, 
Ltd.,  97/99.  Croydon  Rd.,  Anerley,  S.E.20.  Tel.: 
Sydenham  7066/7.  (18xT 

ANYWHERE.  Best  Services,  Trade.  Andre,  Arm¬ 
strong,  Girling,  Luvax,  Newton,  etc.,  makers’  units. 
—Prentice  Aircraft  A  Cars.  Ltd.,  Ipswich.  77266/0. 
SPRINGS 

WEST  LONDON  REPAIR  CO.,  LTD.  Tel.:  Wim 
bledon  6316/7.  Repaired  or  manufactured,  all  springs 
tested  for  static  load  and  rate  of  del. — S6a,  High 
St..  Wimbledon.  (18xT 

ROAD  Springs,  all  types  repaired,  fitted  If  required. 
— W.  ft  O.,  Ltd.,  Seagrave  Rd.,  Fulham,  S.W.6.  Tel.: 
Fulham  6681  (3  lines).  (18xT 

TRAILERS 

VARIOUS,  also  towing  brackets  for  cars.— Witter. 
134,  Poregate  St..  C.hester.  16.  •  (18x9 

RADIATORS  AND  REPAIRS— OfTarad 
W.  J.  BARKUS  OF  READING.— Specialist  Radiator 
Repairers,  give  immediate  service  in  the  repair  and 
rebuilding  of  all  types  of  ear  and  commercial  radia¬ 
tors,  300  cooling  elements  always  in  stock  as  service 
replacements.  Your  own  radiator  rehlocked  or  ex¬ 
changed  and  returned  in  most  cases  the  same  day. 
We  can  offer  new  and  secondhand  Cowls,  Grilles. 
Wings  and  Bonnets  for  many  makes.  (Members  of 
the  National  Association  of  Radiator  Repairers.) — 
W.  J.  BARKUS.  67.  CAVERSHAM  RD.,  READING. 
PHONE:  2424  (2  lines).  (21xT 

GALLAV,  LTD.,  can  give  immediate  service  in  the 
repair  and  rebuilding  of  motor  radiators,  petrol 
tanks,  wings,  etc.  Chromium  plating  also  carried 
out.  Please  send  enquiries  to — Gallay.  Ltd..  103-109, 
Scrubs  Lane,  Willesden,  N.W.IO.  Tel.:  Ladhrnke 
3644.  (21xT 


*  Of  interest  to  Factors  and  all  Garages  * 

FOB 

FORD  S/IO 
POPULAR  l«n/37 
NORRIS  8.  SERIES 
I  and  II. 
HILLMAN  MINX, 
ltM'47. 

MORRIS  10,  SBIIES 
I  and  II. 


NUFFIELD 

SPARES 


COVERING  OVER  A  QUARTER 
OF  A  CENTURY.  OUR 

COMPREHENSIVE  STOCK 

INCLUDES 

SPARES  FROM  1925-1952 

IF  it’s  “NUFFIELD"  YOU'LL  GET  IT  AT 
THE  DISTRIBUTORS 


I  BRITTAINS 


233  PRESTON  RD  •  BRIGHTON 
PHONE;  BRIGHTON  •  53021 

also  at 

WORTHING  •  HOVE  &  LEWES 


39/6 

HNT  LUGGAGE  GRID  ””  so/l 

(Number  Plate  extra.  If  required). 

THOS.  F.  HUNT  ltd.,  FISHERGATE.  NOHINGHAM 


Mmdgmards 

•w  WOLSBLBY 

MORRIS,  ROVER,  and  other  popular  typaa  in 
stock,  also  Running  Boards,  etc. 

Coach  and  Bos  work.  Panel  Beating.  AH  Sheet 
Metal  work. 

WRIGLEY  MOTORS  LTD. 

MIDDLETON,  MAN.  Mid :  3«03/4  (3  linM.) 


**  rjn  •  w  replace  menta 

M  SUPPUKD  a  FITTID 

nxoT  While  you  Wait 
WINDSCREEN  ANEMBLICS 

D.  W.  PRICE  of 
^G^«7.i«  NEASDEN 

PECKHAM  ■  ENFIELD  •  TAUNTON 


SPARES 

BRSLAID’S  LIADnO  fUmiBU  lOB 

CHEVROLET*  BRIQQ8  A  STRATTON* 
ONAN*  JOHNSON  CHORE  HORSE* 

Oonalsts  mt*  kv  all  sMdtls  at  abova  la  staak.  (aak 

■o4al  Bo.  or  saat  oM  *art  ai  pattan. 
GREEN  ACE  MOTORS  LTD., 

Ml,  NORWICH  ROAD.  IFSWICH 
ttocM  ’Phoat :  Graaditb^h  IM 


Address  Box  No.  replies  to  Box  No.  — ,  "The  Garage  A  Motor  Agent,"  62,  Doughty  St.,  London,  W.C.1. 
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lEltCTPICAl  EQUIPMENTC?  Lt?| 

ALBERT  EMBANKMENT  LONDON  S.E.II. 

Telephone  I  RELIANCE  5861  (  5  LINES  l_ 


STOP 

STAPT/NC  k 


BATTERIES 

ituieniiinBBimoxaBB 


NEWNHAIVIS  FOR 

TRIUMPH  CAR  SPARES 

l  HOI  SF.. 

Jl'.lv.  Iln,„n,rrs,inith  H>l..  »  .b.  7.  /.  Kif.tbU 


too  PER  CENT  BRITISH 


VALVE'MAKERS  SINCE^1M4 


Just  for  our  ADDRESS  London 

32-]^,  Osnaburgh  St.,  N.W.I 


BEDFORD  AND  VAUXHALL  fully 
rebuilt  and  guaranteed  exchange  en¬ 
gines.  Speedy  delivery.  From  £35,  less 
normal  trade  discounts. 

CARMO 

Uighton  Rd.,  London.  N.W.5.  GUL5555 


•  CLEAWo  NAROoQIJlCK  CtlTTIMC  • 

Gredse  mixed  or  Water  mixed 


SHACKLE  BOLTS  AND  SPRINGS— OfTored 

SPRINGS  and  spring  leaves,  new  and  secondhand, 
for  practically  all  vehicles  or  exchange.  —  Barkus, 
Caversham  Ud.,  Reading.  Tel. :  2424  (2  lines).  (2.3xT 

SITUATIONS— wanted 

GENERAL  .Manager,  Austin  Distributors  (age  42), 
.M.I..M.I.  and  A..M.Inst.B.B.  Life  experience  in 
motor  Industry,  rnimpeachahle  credentials.  Pre¬ 
pared  consider  any  similar  position  which  offers 
scope  for  advancement.— Box  Ko.  873.  (2,'iwl 

SITUATIONS— Offered 
WANTED,  Representative  for  sale  of  Cellulose, 
Thinners  and  Sundries  in  the  North  Manchester 
area.  Experience  of  Garage  and  Body  Repairs 
Trade  an  advantage.  Give  full  particulars  and  past 
experience. — Box  No.  878.  (25x1 

WELDING  PLANT  AND  REPAIRS— Offered 
OVER  10,000  Garages  use  a  Triangle  electric  welder, 
the  only  electric  welder  designed  to  meet  the  special 
requirements  of  the  motor  trade.  Ask  your  factor 
for  demonstration  or  write  for  list.— Triangle  Pro¬ 
ducts,  Ltd.,  Manchester,  15.  (29x17 

HEAVY  -Machinery  or  Intricate  Cylinder  Welding.— 
It  pays  to  employ  the  Blaker  Motor  and  Welding 
Co.,  Ltd.,  Park  Royal,  London,  W.8.  Tel. :  Acorn 
4811  (7  lines).  ’Grams:  “Blakerweld,  Ealux,  Lon¬ 
don.”  Established  over  35  years.  (29xT 

BARIMAR  for  scientific  welding  repairs  under  Bar- 
imar  money-back  guarantee.  Cracked  and  broken 
cylinder  blocks  and  heads,  fractured  and  worn  valve 
seats,  smashed  crankcases,  broken  crankshafts  and 
all  other  motor  parts  perfectly  repaired  by  Barimar 
low-temperature  process.  Barimar  House,  22/24, 
Peterltorongh  Rd.,  Fulham,  London,  S.W.6.  Renown 
2147-8.  'Grams;  "Bariquamar,  Walgreen,  London.” 
Brandies  at  Birmingham.  Newcastle,  Manchester 
and  Glasgow,  are  also  operating  at  full  blast.  (29xT 

WHEELS  AND  REPAIRS-Offered 

WHEELS,  Car,  Truck,  ex-WD.  Large  stock.— QUIN¬ 
TON  &  THOMPSON,  LTD.,  Lancaster  Rd.,  Uxbridge. 
.Middx.  Uxbridge  1148.  (30x10 

WEST  LONDON  REPAIR  CO.,  LTD.  TeL:  Wim. 
6316/7.  Wire  wheels,  repaired,  converted,  resplined, 
re-enamelled.  Easi-clean  wheels,  repaired,  retrued. 
— 56a,  High  St.,  Wimbledon.  (30xT 

WIRE  Wheel  Specialist  Repairers— hubs  and  rims 
replaced,  wheels  respoked  and  trued.  Large  quanti¬ 
ties  in  stock  for  exchange,  service  or  sale.  New  and 
secondhand  easy-clean  wheels  and  a  large  stock  of 
commercial  wheels  are  available  from  our  stocks. 
Prompt  service.— M’.  J.  BARKUS,  67,  CAVERSHAM 
RD..  READING.  'PHONE:  2424  (2  lines).  (30xT 
WHEELS,  all  types,  W.D.  and  Civilian,  also  tyres 
and  tiittes.  —  Lines  of  Wootton,  nr.  Canterbury. 
Tel.:  Selsted  37.  (30xT 

MOTOLYMPIA,  Oswestry,  for  wheels,  easy-clean 
and  spoke  types  for  last  20  years.  Tel.;  480.  (30xT 
WINDSCREEN  WIPER  REPAIRS-Offered 
TRICO  Suction  Wiper  Motors  repaired  by  original 
makers.  If  found  beyond  repair,  a  salvage  allowance 
of  7/6  retail  for  motors  and  12/6  retail  for  motors 
and  linkages  will  be  made  against  the  purchase 
of  new  units  at  usual  generous  discounts.  Quota¬ 
tions  by  return.- Trico-Folberth,  Ltd.,  Great  West 
Rd.,  Brentford,  Middx.  (31x46 
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MELBOURNE  HOUSE,  ALDWYCH,  W.C.2 

and  Branchet 

m  SPECIALISTS  IN  MOTOR  INSURANCE  • 


Miasm 


Research,.. 
Development ... 
Craftsmanship 


tXA.V.  Fuel  Injection  Equipment  is 
backed  b>  intriuive  work  in  some  of  the 
finest  laboratories  in  the  counir>', 
comprising  ph>'sical,  mrtaliurgiral,  X-ray 
and  fuel  injection  des'elo|>n>mt  divisions, 
engine  d>iiamomrter  test  be<is,  humidity 
and  low  temperature  test  rooms  as  well 
as  sections  devoted  to  basic  research. 


In  the  production  of  tlie  elements  of 
C.A.V.  Fuel  Injection  Humps,  the 
workmanship  represents  what  is  probably 
the  highest  standard  attained  in  any 
branch  of  precision  engineering.  Clearance 
between  a  pump  barrel  and  its  plunger  is 
approximately  i  micron  (0.00004  >n-)i 
whilst  the  surface  of  plungers  is  finished  by 
hand  lapping  to  within  1 . j  micro-inches 
(1  micro-inch  is  one  millionth  of  an  inch;. 
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February  16,  1962 

FOR  BOLTS 
AND  NUTS 


A  comprehensive  range  of  Bolts  and  Nuts  is  always 
carried  in  the  Kerry  stocks.  Your  requirements 
will  receive  our  immediate  and  efficient  attention. 


Please  'Phone  All  Your  Urgent  Demands 


WARTON  ROAD,  STRATFORD,  LONDON,  E.I5 

T*l«phon« ;  MARyland  Mil.  Telegram*:  Akerene,  Rhone,  London. 


BRANCHES:  SNCHTON  •  CAMMIDCE  ■  CANTERBURY  ■  CHESTER  ■  CROYDON  •  EXETER  •  IKWICH  ■  LEICESTER 
MIDDLESBROUGH  ■  OXFORD  ■  PERIVALE  ■  SHEFFIELD 
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